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INTRODUCTION. 


Various descriptions of the Building of the Great Exhibition in Hyde Park have 
already appeared, and it may, therefore, be necessary to state in what respects the 
present work differs from them. While preceding works have generally aimed at 
giving a popular account of the Building and its history, with but few engravings, 
and those: rather explanatory than exact, the present work consists of a scientific 
description of the construction of the Building, and contains numerous large plates, 
showing the details of the construction and the dimensions of every part. The object 
has been to produce a work so correct and complete as to enable an architect or 
engineer to erect a similar building if necessary. The whole is founded on authentic 
information, the illustrations having been prepared with great care from the original 
drawings in the possession of the contractors, Messrs. Fox, Henderson, and Co. 

There are several peculiarities in the construction of the Building which are 
particularly deserving of the attention of the engineer and architect. 

In the first place it is constructed entirely of iron, wood, and glass ; and it is worthy 
of remark that there are no large pieces of either material employed. The heaviest 
pieces of cast iron are the girders, which are 24 feet in length, and none of which weigh 
more than a ton; the wrought iron consists chiefly of round and flat bars, angle irons, 
bolts, screws, and rivets. A large quantity of sheet iron is also employed in the 
construction of the louvres. 

Wood is used in the main gutters and Paxton gutters, the arched ribs of the Tran- 


sept, the sash-bars and ridges, the ground-floor and gallery floors, the lead flats and 
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ii INTRODUCTION. 
the external wall, and in some of the girders or trusses. The glass is sheet or cylinder 
glass, in panes 10 in. x 49 in., and weighs 16 oz. per square wi 

The materials, therefore, are not of such a nature as to restrict the construction of 
similar buildings to any particular country. Timber is found almost phe bs = all 
civilized countries possess glass manufactories. Iron, although widely distributed, ip not 
quite universal; but its transport in pieces of the dimensions required is wm 
easy to place it within the reach of those countries which do not naturally pose it. 
In many parts of the building iron might be substituted for ee and wood = iron, 
by proportioning the dimensions accordingly, and iron or wood might be substituted 
for the glass. The Building may be described generally as consisting of a framework of 
columns, united by girders or trusses, and covered with glass, arranged in a succession of 
ridges and furrows. One of the most important features in the construction is the form 
of girder or truss adopted by the contractors, and which has two distinct duties to perform. 
The first and most obvious duty of the girders is to support the roof, but their second 
and equally important duty is to give lateral stiffness to the whole structure. A girder 
of any form, provided its strength were sufficient, would have served to carry the roof, 
and might merely have rested on the top of the columns; but this would have given no 
lateral stiffness to the building, which might then have been levelled with the ground 
by the first storm. The contractors, therefore, in place of devising separate and in- 
dependent means of supporting the columns and preserving their perpendicularity, 
adopted the plan of distributing the metal of the girders in a form which should possess 


a much greater depth than is usually employed in cast-iron girders ; and then, by 


firmly 


they at once obtained the 
desired result. The columns and girders thus connected may be compared to an 


connecting the top and bottom of each girder to the columns, 


ordinary four-legged table in which the side rails, which support the upper surface, 


are firmly fixed to the legs. A want of comprehension of this effect of the girders 
was the cause of a great waste of criticism on the presumed weakness of the struc- 
ture. 

To obtain the requisite depth of girder, without unnecessarily increasing its weight 


or diminishing its thickness, it became necessary to cast it open, and the proper form 
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of the apertures through it had to be decided. Various ornamental forms were 
proposed, but it was necessary to study strength as the first consideration. The trellis 
form, shown in Fig. 3, Plate X., was therefore adopted, and its great superiority over 
any other form will soon be perceived. It consists of a top and bottom rail or flange, 
a and p, united by four perpendicular struts, BB, cc, and the diagonals Er«, and the 
load is supported over the two struts BB. 

If we dissect this girder, and consider first the top rail a, the struts BB, the 
diagonals Ex, and the central portion of the bottom rail p, we have a simple trussed 
beam, the rail a being exposed to compression, and prevented from deflecting by the 
struts BB, which discharge the weight on the parts EDE, which in effect form a tie 
suspended from the two ends of the rail a, which keeps it extended. The struts cc 
rest on the columns, and support the whole. If we now disregard these parts, and con- 
sider merely the bottom rail p, the diagonals rr, and the central part of the top rail 
a, we have an arch rar confined by the tie p. If, however, a weight is placed on 
only one of the struts 8 (which may happen by crowds moving along the galleries), 
there would be a tendency to distort the form of the arch. This is effectually prevented 
by the introduction of the diagonals cc. If we now view the girder as a whole, we 
find that it combines both the trussed girder and the arch, and that the central part of 
the top and bottom flanges is active in both cases. This part, therefore, is exposed to 
a greater strain than the other parts, and is accordingly strengthened by widening the 
flanges. The whole of the metal is thus distributed exactly in the parts in which it is 
required for supporting the load. At the same time the whole forms a stiff frame ad- 
mirably adapted for connecting the columns and preventing their deviating from the 
perpendicular. 

The arrangement of all the principal dimensions of the building, in multiples and 
sub-multiples of one primary dimension, which in this case is 24 feet, is another point 
which is deserving of attention. It not only facilitates and economizes all the opera- 
tions by the frequent repetition of the same parts, but it also produces perfect symmetry 
in the building, and creates beautiful effects by the long vistas which are seen between 


the columns in every diagonal direction, as well as in the longitudinal and transverse 
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views. These effects were very apparent before the building was occupied, but are now 
interfered with by the fittings and the goods exposed, which in many cases reach to 
the galleries. The frequent recurrence to the same dimensions renders it easy to erect 
buildings, on this construction, of any required size. Thus an additional strip of 48 feet 
wide is added to the main building on the north side. Another point to which we 
would call attention is the employment of columns whose external diameter and form 
are the same throughout the building, but whose internal diameter and thickness of 
metal are varied according to the pressure to which they are subjected. If the external 
diameter had been altered, variations would have been required in the length of the 
girders and many other parts, and the difficulties of the construction, and the time 
required to design and erect it, would have been much increased. At the four corners 
of the junction of the Nave and Transept, where the columns are exposed to the 
greatest pressure, the thickest columns are used, and the load is supported by two 
columns at each corner in place of one. 

Another point to which we would particularly direct attention is the fact that all 
the columns are turned or faced at their ends, and the surfaces to which they are 
connected are also faced. This proceeding, although it may at first sight appear an 
unnecessary and expensive refinement, proved of the utmost importance in facilit 


ating 


the rapid erection of the building, and effected a real economy. In fact, it is scarcely 


saying too much to affirm that the building could not otherwise have been erected 


in the short space of time granted for that purpose. 

The method of cutting out the arched ribs of the Transept roof without waste of 
timber is worthy of notice, as also the cambering of the gutters to facilitate the flow of 
the water. The open boarding of the floor is a very effectual expedient for getting rid 
of dust. The ventilation of the building is effected by several thousand sepsis 
of louvres, made of galvanized sheet-iron plates corrugated in an S form, which not on] y 
gives great stiffness to the plates, but also forms a good joint between the louvres. 


Several hundred feet are opened simultaneously in a very simple manner 
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ORIGIN OF THE GREAT EXHIBITION BUILDING. 


Tue History of the Great Exhibition of Industry is well known, and we shall therefore not 
enter into it here farther than is required to illustrate our subject, as our object is to confine 
ourselves to the construction of the building viewed as an engineering work. 

The appointment of the Royal Commission in January, 1850, and the success of their appeal 
to the public for subscriptions to carry out the undertaking without applying to the Government for 
funds, sufficiently demonstrated the feasibility of the Exhibition in a pecuniary point of view. 
The site in Hyde Park was selected, and the first point then to be determined was the plan of the 
building required. A general invitation was issued to architects and engineers to furnish designs 
adapted to the site, and in accordance with certain specified conditions ; and the invitation was met 
by two hundred and forty-five designs from architects of all nations. Many of these designs 
were totally unadapted to the site, and in other respects did not comply with the conditions, and 
others were far too expensive for the purpose. A new design was consequently prepared by the 
direction of the Royal Commission, for which tenders were invited and received. In this design, 
seventeen millions of bricks were to be employed, and as a large portion of them must have been 
laid in the winter, there is every reason to believe that the building would not have been ready by 
the Ist of May, 1851, and that, when ready, the walls would have been so wet as to injure the 
goods placed in proximity to them. The Royal Commissioners, however, left the matter open, so 
as to admit of their receiving any suggestions from contractors tendering for the erection of the 
building. 

Messrs. Fox, Henderson, and Co., accordingly, in tendering for the Commissioners’ design, 
added to their tender another design by Mr. Joseph Paxton, together with a separate tender for its 
erection at a much lower price than that demanded for the first. Mr. Paxton’s design was for a 
structure composed of glass, iron, and wood, on the same principle as one previously erected by 
him at Chatsworth, as a conservatory for the gigantic water lily called the V ictoria Regia. This 
design was subsequently improved by the introduction of the Transept, a feature which is 


universally acknowledged to add greatly to the general effect of the building. 


ORIGIN OF THE GREAT EXHIBITION BUILDING. 


It was determined to cover the Transept with a semi-cylindrical vault of the same span and 
construction as that of the Great Conservatory, erected several years ago by Mr. Paxton, at 
Chatsworth, while the flat ridge and valley roof of the Victoria Regia house was retained for the 
remainder of the building. By this means the large trees in the centre of the building were 
included within it, and covered by a magnificent glass vault, rising to a height of more than a 
hundred feet from the ground. It will thus be seen that the principal elements of the Crystal 
Palace are derived from Mr. Paxton’s previous erections at Chatsworth. 

The general character of the building being thus decided upon, the arrangement of the 
supports or framework for supporting the whole had next to be determined. For obtaining the 
necessary stiffness in the structure, the contractors adopted the principle of employing girders and 
trusses of considerable depth, connected both at top and bottom to the columns. ‘To facilitate the 
whole of the operations, they determined to adopt one unit of length throughout the building. 
It was found that sheet glass could be procured of the length of 49 inches, but that a greater 
length would be much more expensive, from the difficulty of blowing and handling such long 
pieces. Glass of this length, placed on a slope of 24 to 1, was found suitable for a ridge and 


valley roof, in which the pitch or distance from centre to centre of gutters is 8 feet. 
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Three times 
this pitch, or 24 ft., was considered to be a convenient length for the cast-iron girders, 
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and was 
therefore adopted as the unit of length. The wider avenues were made twice this unit, or 48 ft 


CS hs] 


wide, and the Central Avenue, or Nave, was made three times this unit, or 72 ft. wide. We thus 


i, 


see that the difficulty of manufacturing glass of greater length than about 4 ft. was the primary 


cause which determined the dimensions employed throughout the building. 


Messrs. Fox, Henderson, and Co., having arranged the details sufficiently to enable them to 
prepare an estimate of the cost, offered to erect the building and remove it after the close of the 
Exhibition for the sum of £79,800, or to leave it standing as the property of the Royal 
Commission for the sum of £150,000. Their tender was accepted on the 26th July, 1850, but 
the contract was not signed till the 81st October, and in the meantime the contractors had 
expended many thousand pounds in preparations and in actual work erected, for the first column 


was fixed on the 26th September, and from that time the Crystal Palace rose rapidly on all part 
rts 


of the eighteen acres which it now covers. 


The details and strengths of the various parts were arranged by the contractors under th 

: oe : : ’ e 
superintendence of Mr. William Cubitt, the Chairman of the Building Committee assisted by M. 

$ a ? r. 
Charles Heard Wild, and the painting and decoration generally of the building were ll t 

0 


Mr. Owen Jones. The steady perseverance of the last-named gentleman against a violent d 
an 
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clamorous opposition from the self-appointed arbiters of taste, enabled him to carry out his ideas 
of the true principles of decorating such a structure, with a success which is now acknowledged 
by all parties to be complete. 

The superintendence of the construction and erection of the building was specially entrusted 
by the Royal Commission to Mr. William Cubitt, President of the Institution of Civil Engineers, 


who was indefatigable in his devotion to the duties of this arduous and responsible office. 


DESCRIPTION OF THE BUILDING. 


The general form of the building will be gathered from the plans shown in Plates L, IL., and 
III., and the elevations in Plates IV. and V. 

It consists of three stories or tiers, rising one above another, the length of all of them being 
equal, but their widths decreasing as they rise. Thus, the width of the lowest tier is 408 ft.; the 
width of the second tier is 264 ft., and that of the third tier is 120 ft. The length of all three 
tiers is 1848 ft., measuring to the centres of the columns, or about 1850 ft. over all. The Eastern 
and Western ends, therefore, present vertical faces of the full height of the building. On the 
Northern side, an additional piece, of 936 ft. long and 48 ft. wide, has been added to the lower 
tier, as shown in the plan, Plate I. 

Plate VI. is a transverse section of the building, at the line azB in Plate I. Plate VII. isa 
longitudinal section, at the line cp in Plate I. 

It will be seen that the structure consists of a series of cast-iron columns, united by trellis 


girders and trusses of three different lengths, viz., 24 ft., 48 ft., and 72 ft. 


COLUMNS. 


The details of the columns are shown in Plate V III. Fig. 1 is an elevation, with sectional 
plans, of one of the outer columns in the first tier or story. The column is of cast iron, cast 
hollow, and cylindrical on the interior. On the exterior it has four flat and four cylindrical faces. 
The upper portion of the column a is formed with a socket a, which is turned out slightly conical, 
and rests on the turned top of the lower part of the column s. This socket joint is shown on a 
larger scale in Fig. 2. It only occurs in the external columns on the ground floor. The base of 
the column spreads out into a flat plate, 2 ft. long by 1 ft. wide. This plate is fixed upon a mass of 


concrete, about 2 ft. by 3 ft., resting on the stratum of gravel which extends over the whole area. 
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4 COLUMNS. 


The depth of the mass of concrete varies from 1 ft. to 4 ft., but in some few places, where the 
ground was bad, a much greater depth was employed. 

The length and breadth of the concrete foundations vary with the different loads which they 
have to carry, and the base plates of the columns vary from 1 ft. by 2 ft. to 3 ft. by 2 ft. The 
thickness of the columns varies with the loads from 2 in. to 1} in., but their external diameter is 
in every case 8 in., the internal diameter only being varied. The length of the columns below the 
ground floor varies with the form of the ground; their height above the ground floor is 
18 ft. 113 in., and the top of the socket is 4 ft. 9 in. above the floor. On the top of the column is 
fixed, by two ¢ in. bolts and nuts, a connecting piece c, 3 ft. 44 in. long, which serves for 
supporting and securing the girders. 

Fig. 3 is an elevation and plans of one of the inner columns of the first tier. ‘The column a 
is formed with four lugs at each end. It is connected by four 1 in, bolts to the lower portion B. 
D is an outlet pipe for the passage of the rain water, which descends through the column. It is 
7 in. diameter outside, and 4 in. thick at the column, and 2 in. at the end. The top of the length 
is 33 in. above the floor. The column a is 18 ft. 8 in. long, and the connecting piece c is 
3 ft. 44 in. long. It is united to the column by four 1 in. bolts. It has a flange with four snugs 
at each end for supporting and securing the girders and trusses, as will presently be explained. 

Fig. 4 is an elevation and plans of one of the outer columns of the two-story building. The 
lower part of this column is similar to Fig. 3, but an additional column x, of 16 ft. 7% in. in height, 
is bolted to the top of the connecting piece c, and another connecting piece Fr, similar to that 


marked c in Fig. 1, is fixed on the top of the column by two bolts and nuts. 


The base plate is 
2 ft. long by 1 ft. 6 in. wide. 


Fig. 5 represents similar views of one of the inner columns in the two-story building. It is 
2. 


adapted for securing four girders or trusses 
instead of one, and is secured by four bolts and nuts to the column. 


rain-water outlets p. 


similar to Fig. 4, but the upper connecting piece F is 


The base Bg is provided with 


Fig. 6 represents one of the outer columns of the three-story building. It is similar to Fie. 5 
but has another column 16 ft.'74 in. long placed upon it, and surmounted b ad 


piece u, 3 ft. 44 in. long, so that the total height from the ground floor is 62 
plate is 3 ft. by 1 ft. 6 in. 


y another connecting 
ft. 44in. The base 


The two lower connecting pieces, cr, are each adapted for securing four girders 
while the upper one, u, is only adapted for receiving one. 


Fig. 7 is one of the inner columns of the threc- 


or trusses, 


story building. The lower connecting pieces 
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cr, are each adapted for supporting three girders, while the upper one, 4, is constructed to 
receive four. 

Fig. 8 shows one of the columns in the three-story building employed for supporting the 
light 72 ft. truss, 6 ft. deep at the edge of the lead flat which is described below. The 
connecting piece x, and the upper length of column 1, are cast in one piece, instead of being 
connected by bolts and. nuts. 

Fig. 9 shows one of the columns supporting the strong. 72 ft. trusses at the angles formed by 
the junction of the Nave and Transept. This column is similar to the last, with the addition of a 
socket 1, cast in one piece with the upper length, which serves to receive the end of one of the 
arched ribs of the Transept. The base plate is 3 ft. by 2 ft. and is shown in plan in Fig. 11. 

Fig. 10 is one of the columns which support the arched ribs of the Transept roof. ‘These 
columns do not carry any of the 72 ft. trusses. The socket 1 and connecting piece K are cast in 
one piece, and are fixed by four bolts and nuts to the column 1. The base plate is similar to that 
of Fig. 9, and is shown in plan in Fig. 11. The thickness of the columns is proportioned to the 
loads which they have to carry, and the lower lengths are made thicker than the upper ones. 
The four columns at the junction of the Nave and Transept are the strongest, and are moreover 
relieved of a portion of the weight by four additional columns, the details of which are shown in 
Plate XX. The diameters of the bolts used for connecting the columns and connecting pieces 
vary from { in. to 14 in. 

The ends of each column and connecting piece were turned or faced in a lathe, so that when 
placed together, with a piece of canvas covered with white lead between them, they made a 
water-tight joint, and required no packing or adjustment to bring them perpendicular and in line 
with one another. 

Fig. 12 is an elevation, and Fig. 13 a plan, of one of the connecting pieces, showing the 
method of fixing the girders. 

Each flange p, of the connecting piece c, carries four projections or snugs, in each of which 
is a groove 2 in. wide and }in. deep. The lower part of the girder @ has a small projection R, 
which fits into this groove, and in the upper part of the girder is a groove which corresponds 
with the groove in the snug ; a wrought-iron key s is driven into these two grooves, and the position 
of the girder is thus secured. In order, however, to tie it firmly to the columns, a key rT is driven 
in at top and bottom, between the snugs and the projecting ends u of the girder. The keys T used 
for fixing the girders across the building are of wrought iron, and similar keys are used for a 
distance of 200 ft. from each end of the building, and for the same distance on each side of the 
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6 GIRDERS AND TRUSSES. 


Transept. The two intermediate portions, each of the length of about 500 ft., are keyed up with 
wooden keys, so as to allow a small degree of elasticity, and admit of the expansion and 
contraction of the metal. The four flat faces of the column afford great facilities for attaching the 
trusses, &c., to them, and at the same time improve the appearance of the columns, especially when 
coloured. 

The depth of the girders being 3 ft., the respective heights from the ground floor to the top 
of each range of girders are 22 ft. 2 in., 42 ft. 2 in., and 62 ft. 2 in. 

Vertical diagonal bracing is introduced at intervals between the columns at the places marked 
a in the plans, Plates I., I1., and III., for the purpose of adding to the stiffness of the structure. 

Plate IX., Fig. 1, is an elevation of the diagonal bracing in two tiers of columns. a are the 
upper columns; B the cast-iron girder; cc, cc are four pairs of inch round rods; each rod is forged 
with an eye at one end, and is screwed at the other, to receive a nut. The bolts, which connect the 
columns to their short connecting pieces p, pass through these eyes and secure the rods c. The 
screwed ends of the rods enter a circular cast-iron boss or hoop z, where they are secured by the 
nuts. ig. 2 shows the connection with the column drawn to a larger scale, the same letters being 
used to denote the same parts as in Fig. 1. Fr are the bolts and nuts; 6c, 4H are four wrought- 
iron clips, 17 in. by 4 im., which embrace the column, as shown in the plan Fig. 3, in which the 
column a is shown in section. The bolts r pass through these clips. Fig. 4 is an elevation, and 
Fig. 5 a section of the hoop x. The rods c are passed through the holes 1, and secured by the 
nuts, and two light cast-iron caps KK are placed on the sides, and fixed by screwing one of the 
caps on a wrought-iron pin L, previously screwed into the other cap. mM, m are wooden bosses, 
one of which is fixed on each pair of rods. Each boss consists of two pieces of wood connected by 
a wood screw, and embracing the rods, as shown in Fig. 4 and Fig. 6. The diagonal bracing c’ to 
the lower columns a’ is the same as to the upper ones, with the exception of the attachment at the 
poe part, which is shown on a larger scale in Fig. '7. The bolts ww are prolonged to support the 
clips 0 0, of which there are eight of 1? in. wide by 2 in. thick, forming a double ring round the 


column. 


GIRDERS AND TRUSSES. 


Having described the vertical supports of the building, we shall now proceed to examine th 
e 


girders and trusses which rest upon them and connect them into one rigid frame-work. A 
-work, S we 


have already mentioned, these girders and trusses are of the trellis form, or, in other words, consist 
, consis 


of a top and bottom rail united by vertical struts and a series of diagonals, 
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WOODEN TRUSSES. 


~t 


The trellis girders or trusses vary in their strength, construction, and material, according to 
their position in the building and the duty they have to perform. There are no less than nine 
varieties of these girders or trusses, viz. 24 ft. wooden trusses, three strengths of 24 ft. cast-iron 
girders, 24 ft. wrought-iron trusses, 48 ft. wrought-iron trusses, and three strengths of 72 ft. 


wrought-iron trusses. 


WOODEN TRUSSES. 


Plate X. shows the detail of the 24 ft. wooden trusses. Fig. 1 is an elevation, and Fig. 2 a 
plan. The top rail a consists of a piece of oak 3 in. deep by 24 in. wide, surmounted by a deal 
board 1 in. thick and 6 in. wide, parallel between the vertical struts B B, and tapered off to 3 in. wide 
at the ends. cc are vertical oak struts, at the ends 4 in. x 24 in., and BB are oak struts 4 in. wide 
and 14 thick. The distance from centre to centre of the columns being 24 ft., the length of the 
girder itself is only 23 ft. 31 in., a space of 43 in. being left at each end to afford space for the 
column. The distance from centre to centre of the struts Bx is 8 ft. The bottom rail p is 
formed of two flitches of deal, 4 in. deep by % in. thick, placed side by side, and fixed by wood 
screws to a deal board 4 in. thick and 8 in. wide between the struts B, and tapered to 3 in. at the 
ends. The two flitches are connected at the ends by pieces of oak, 2 ft. long, 4 in. wide, and 
3 in. thick, placed between them. A wrought-iron strap K, 2 in. wide, 4 in. thick, and @ ft. long, is 
passed round the upright c, to which it is secured by a} in. bolt. Two similar bolts secure the strap 
to the flitches of the bottom rail. The diagonals Er, FF, GG are 4 in. x 4 in.: EE, being ex- 
posed to tensile strain, are secured at each end by three } in. bolts passing through wrought-iron 
straps HH, 11, 2 in. wide and din. thick. The straps uu are 10 in. long, and one is placed on 
each side. The ‘straps 11 are 2 ft. long, and pass round the upright c. The diagonals ££ are of 
oak. The diagonals rr, being exposed to compression, are merely notched into the top and bottom 
rails, as shown by the dotted lines. The diagonals GG are notched into the top rail, and rest 
upon the 4 in. board of the bottom rail, being secured by a pin passing through the two flitches. 
The struts B B are secured at bottom by a pin 4 in. diameter passing through the two flitches, and 
are notched into the top rail, and secured by a wooden pin. 

These wooden trusses are employed in a longitudinal direction in the one-story building under 
the roof, and serve to connect the columns and preserve the symmetry of the building. The 
weight upon them is very trifling, being merely that of one Paxton gutter, and the wooden truss 


supplies the place of the tie-rod used to truss and camber the other Paxton gutters. 
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8 CAST-IRON GIRDERS.—WROUGHT-IRON TRUSSES. 


CAST-IRON GIRDERS. 


Plate X., Fig. 3, is an elevation, and Fig. 4. a plan, of one of the cast-iron trellis girders 
used for connecting the columns, and for carrying the transverse main gutters, shown in Plate XIL., 
which support the roof. 

The small Figures show the sections at the different parts drawn to a larger scale, and with the 
dimensions marked upon them. The depth of the girder is 3 ft., and its length 23 ft. 32 in. The 
sectional area of the bottom rail and flange in the centre of the girder is 64 square inches, and the 
girders were proved by applying a pressure of 9 tons equally divided between the two points B and B. 
This trellis form of girder gives much greater stiffness to the building than a girder of the ordinary 
form of the same weight, on account of its depth bemg much greater. If it had been attempted to 
cast a girder of the same depth, but of the ordinary form, the substance of metal would have been 
so small that the girder would have been deficient in stiffness, besides being difficult to cast. The 
weight of each of these girders is about 9 cwt. 

The second series of small Figures shows the sections of some stronger cast-iron girders which 
are employed under the galleries. ‘These girders were proved to 15 tons, divided between the two 
struts BB. Their weight averages about 12 cwt. 

The third series of small Figures represents the sections of some stronger girders used in sup- 
porting the galleries at the ends of the Transept, where the trussed joists, which support the gallery 
which are placed transversely, 
and which thus have to carry a much greater weight than the girders employed in the other parts of 
the galleries. ‘These girders were proved to 221 tons, equally 
Their weight is from 18 to 20 cwt. 


floor, are placed longitudinally, and rest upon these cast-iron girders, 


divided between the points 8 8. 


These girders and the wooden truss are secured to the connecting 


pieces of the columns in 
the manner shown in Plate VIII., Fig. 12, and already described. 


WROUGHT-IRON TRUSSES. 


The transverse girders and trusses which support the roof are of three different ] 
vary in construction accordingly. The 24 ft. transverse cast-iron girders 
described. Trusses of 48 ft. and 72 ft. in length are employed in other 


structed of wrought iron, still retaining the trellis form. 


engths, and 
have already been 


parts, and are con- 


Plate XI. shows the detail of the 48 ft. wrought-iron trusses. Fig. 1. 


is an elevation of 
a portion of the truss, which is 3 ft. deep. The top rail a consists of two 


angle-irons, each 4 in. 


WROUGHT-IRON TRUSSES. 9 


deep, 2 in. wide, and 1 in. thick, with a space of 1 in. between them. ‘They are in three lengths, 
and are connected by two } in. wrought-iron plates, 4 in. wide and 1 ft. 4 in. long, and four { in. 
rivets at each joint, as shown at b b, and on a larger scale in Figs. 2 and 3. A wrought-iron plate, 
1 ft. 4 in. long, 5 in. wide, and 2 in. thick, is riveted to the top of the angle-irons by eight $ in. rivets. 
The angle-irons are also connected with one another at every 4 ft. by a wrought-iron plate, 9 in. 
by 2in., and } in. thick, fixed by two 4 in. rivets, as shown in Figs. 4 and 5. ‘The main gutter is 
bolted to these plates, and assists by its width in stiffening the top rail of the truss. The bottom 
rail B consists of two flat wrought-iron bars, 44 in. deep, each consisting of three lengths jointed at 
cc, as shown on a larger scale in Figs. 6 and 7, by means of four joint plates, 1 ft. 2 in. by 44; in., 
the central ones being 4 in. thick, and the outer ones 4 in. thick, and secured by four { in. rivets. 
The bars of the end lengths of the bottom rail are 4 in. thick, and those of the central lengths are 
2 in. thick, the strain upon them being greater than upon the ends. The vertical struts d are of 
cast iron, and of the form shown in Figs. 5 and 8. Their section in the centre is of the form of a 
cross of 3 in. each way, and the thickness of metal is in. The ends of the strut are made flat, 
and are 1 in. thick; they enter between the angle-irons of the top rail, and between the flat bars 
of the bottom rail, and are secured at each end by a { in. rivet. They are formed with shoulders 
to bear against the top and bottom rails. The distances from centre to centre of the struts are 8 ft., 
so that the truss is divided into six spaces of that length. The end standards c are also of cast iron, 
and are shown in Figs.9 and10. Their section is of a T form, and they have shoulders at top and 
bottom to receive the angle-irons of the top rail and the flat bars of the bottom rail. A 14 in. 
rivet secures each rail to the standard. Projections are formed at the top and bottom, and a key- 
groove is formed at the top of the standard, for the purpose of securing it by keys to the connecting 
piece of the column in the manner already described, and shown in Fig. 12, Plate VIII. The 
diagonal ties DEF are formed of flat wrought-iron bars, 4 in. wide. The bars p are i in. thick, 
and are fixed at each end by a 14 in. rivet. The bars £ are 1 in. thick, and are fixed by § in. 
rivets. The bars F are - in. thick, and are fixed by 3 m. rivets. Wrought-iron washers are 
employed to make up the thickness of one inch, which is the space left between the angle-irons of 
the top rail, and between the flat bars of the bottom rail. The bars ¢ are all of wood, 34 in. by 
3 in., and are fixed by a § in. rivet at each end, and a % in. wood screw passing through the diagonal 
iron ties. They are not intended to carry any part of the weight, being merely introduced to pre- 
serve the uniformity of the appearance of the truss. The other dimensions are figured on the Plate. 

In Plate XI. is also shown the detail of the 72 ft. wrought-iron trusses. These trusses are 


similar in construction to the 48 ft. trusses, but are of greater scantlings, and are divided into 
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nine spaces of 8 ft. each, instead of into six spaces of the same length. ‘The depth is the same as 
that of all the trusses and girders above described, viz. 3 ft. 

Fig. 11 is an elevation of a portion of the truss. 

The top rail u consists of two angle-irons, 43 in. deep, 35 in. wide, and 3 in. thick, placed 
1 in. apart. They are in four lengths, united at the centre of the truss, and at two other points 
marked ee in Fig. 11, and shown on a larger scale in Fig. 13, and in section in Fig. 12. The joint 
consists of two 4 in. plates, 1 ft. 4 in. long and 44 in. deep, placed between the angle-irons, and 
secured to them by four { in. rivets. A 2 in. plate, 1 ft. 4 in. long and 8 in. wide, is riveted on 
the top of the angle-irons by eight 7 in. rivets. These angle-irons are connected and stiffened by a 
wooden plank, 24 in. thick and 1 ft. 2 in. wide, which forms the bottom of the main gutter, shown 
in Plate XIII, Fig. 1. ‘This plank is secured to the angle-irons at intervals of 4 ft. by means of 
z in. bolts and nuts, which pass down through the sides of the main gutters, and also serve to secure 
the Paxton gutters in their places. The angle-irons are riveted to the end standards x by 14 in. 
rivets, and to the intermediate standards g¢ by in. rivets. 

The bottom rail 1 is in four lengths, being jointed in the centre of the truss and at two inter- 
mediate points f The two central lengths each consist of a pair of flat bars 4% in. deep and 3 in. 
thick, and the side lengths consist of bars of the same depth and 3 in. thick. 

The joint f is formed of four joint plates, 1 ft. 2 in. by 44 in., the two central ones being 4 in. 
thick, and the external ones 4 in. thick, as shown in Figs. 14 and 15. Washers or thin plates are 
introduced to make up the thickness of the thinner bars, and the whole is united by four 
The bars cannot, therefore, separate without shearing two $i 


in. rivets, each in four places; so that the 
area of shearing section amounts to 4¢ square inches, being more than the effective are 


% In. rivets. 


a of section of 


for the diminution of the area 
caused by the rivet holes. The force required to shear a given section of iron has 


the thinner bars, and less than that of the thicker ones, after allowing 


been ascertained 
to be the same, or nearly so, as that required to tear it asunder; so that the joint would be rather 


stronger than the thinner bars, even if mere pins were used in place of rivets. In a riveted joint 


caused by their being 


> So that, in fact, the central 


of this nature, however, the friction of the plates upon one another, which is 
tightly bound together by the rivets, adds materially to the strength 
joint is of about the same strength as the 2 in. bars which it connects, 
It is worthy of notice that the external plates double the strength of the joint, by rendering 
it necessary for each rivet to be sheared in four places instead of in two. 
The standards or struts g are of cast-iron, and are shown in Figs. 16 and 1 


7. They are 
similar to those of the 48 ft. trusses, but are 4 in. thick in place of 


a 
sim. The end standards x are 
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also of cast-iron, and are shown in Figs. 18 and 19. They are similar to those of the 48 ft. trusses, 
but are provided with an inch hole just above the bottom rail, for the purpose of receiving a bolt to 
fix the truss to the column. 

The diagonal 1 is a flat wrought-iron bar, 44 in. wide and { in. thick, and is secured at each 
end by a 14 in. rivet. Iron washers are introduced to fill up the space of one inch between the top 
and bottom rails. m is a flat bar 4 in. by u in., and secured at each end by a 14 in. rivet. N is 
4. in. by $ in., and secured by inch rivets. o is 4 in. by s;in., and secured by 7 in. rivets. The 
diagonals p are of wood, from 2 in. to 3 in. thick, and 4 in. wide, except the end ones, which are 
44 in. wide; they are secured by 3 in. rivets at each end, and by wood screws passing through the 
iron diagonals at their centres. These wooden diagonals are merely introduced to preserve the 
symmetry of the appearance of the truss. 

The 72 ft. trusses are intersected by diagonal bracing at six different places, as shown in 
the plan, Plate III. This bracing is shown in detail at Figs. 20, 21, 22, and 23, Plate XI. 
Fig. 20 is a plan of the bottom rail of the truss; ¢7 are the diagonal braces of { in. round iron. 
Fig. 21 shows the method of adjusting the braces by screws, and Figs. 22 and 23 show the junction 
at the centre of the cross. Horizontal diagonal bracing of similar strength is used in the 24 ft. 
bays across the ends of the Transept, above the Gallery, and also at the east and west ends of the 
Nave or Central Avenue. 

Wrought-iron trusses, 72 ft. long and 6 ft. deep, are employed to carry the lead flats and the 
arched roof of the Transept across the Nave, with two 24 ft. wrought-iron trusses between each 
pair, the positions of which will be seen on Plate III. The details of these will be given in 


describing the Transept. 


GLASS ROOF. 


Plate XII. shows the details of the glass roof. 

Fig. 1 is a section through the roof and Paxton gutters, with elevation of parts of the main 
gutters on 24 ft. and 48 ft. trusses. 

aa are the Paxton gutters, resting upon the plates B on the main gutters c, which are 
supported on the 24 ft. cast-iron girders p, and 48 ft. wrought-iron trusses £, to which they are 
secured by bolts and nuts at intervals of 8 ft. on the cast-iron girders, and at intervals of 4 ft. on 
the wrought-iron trusses. The Paxton gutters carry the sash-bars r, which are notched into them 


and into the ridge «. 
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12 GLASS ROOF. 


Fig. 3 is an elevation of the Paxton gutter a, which is trussed and cambered by means 
of the rod u and the two struts 11. The rod .m passes through a cast-iron shoe J at each end, 
where it is secured by a nut. 

Fig. 4 is an elevation on a larger scale of the end of the gutter, and Fig. 5 is a section of 
the same. Fig. 6 is a view of the under side of the shoe J. 

The gutter a consists of a single piece of timber, 5 in. wide and 6 in. deep. A groove, 
3 in. wide and 24 in. deep, is formed in its upper surface, and the edges are bevilled off, as 
shown in Fig. 5. Two small grooves, } in. wide, are formed in the sides of the piece of 
wood, as shown in Fig. 5. These small grooves serve to receive the moisture which condenses 
on the interior of the glass, while the large groove receives the rain which falls on the exterior. 
These grooves are all formed at one operation, by means of circular cutters revolving at a high 
velocity, and arranged in a machine through which the piece of timber is passed. 

The gutters are cut off to the proper length of 24 ft., by means of a circular saw mounted in 
a moveable frame, by which it is made to descend upon the gutter. In the centre of the saw, two 
quadrantal cutters are fixed, which form a semicylindrical cutting or groove of 3 in. diameter in the 
end of the gutter. This cutting serves to deliver the rain water into the main gutter. Two small 
diagonal grooves conduct the condensed water from the side grooves into the main gutter. 

The depth of the Paxton gutter is reduced from 6 in. to 5 in. for a distance of 11 in. from the 
end; and the shoe, the base of which is 6 in, long, 3 in. wide, and & in. thick, is let into it, as shown 
in Fig. 5, and by the dotted lines in Fig. 4. The end of the shoe spreads out to a depth of 2 in. 
and a width of 5 in, at the lower part, so as to distribute its pressure upon the wood. It has a pro- 
jecting inclined flange, 2 in. thick, with a hole 15 in. diameter to receive the end of the tie-rod H. 
The shoe J is secured to the gutter by a $ in. bolt at a. This bolt passes through a small curved 
plate x, which is let into the bottom of the gutter. 


A $ in. bolt 1 also passes through this plate, 


through the Paxton gutter and one side of the main gutter, and through the top flange of the cast 
g = 


iron girder, as shown at 1 in Fig. 1, or through a wrought-iron plate, riv 


eted to the top of the 
wrought-iron truss, where it is secured by a nut. 


The heads of these bolts are countersunk into the 
plate x. 


The tie-rods 1 are of round iron, = in. di r . . 
» 1g IM. diameter, and are enlarged at the ends to 1 in. diameter, 


where they are screwed and fitted with nuts. These nuts are screwed up until the gutter a is cambered 
ter J ambere 


1 . . E aie . . 
up 23 in. in the centre, so that the water which falls into it may run freely each way from the centre. 


The struts 1 are cast iron, and are shown in Figs. 7 and 8. They are of the cross or stancheon section 
> 


3 in. wide each way at top, and 1 in. wide at bottom; the substance of metal is in. The u 
16 in. pper 
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part is made with a flat table or plate, 4 in. diameter, on which is a projection or tenon, 2 in, wide 
x 14 in. long, which is morticed into the gutter a. The lower part of the strut is formed into a 
saddle or fork, which rests upon the tie-rod u. The Paxton gutters which pass over the columns 
and the wood trusses before described are not provided with truss-rods u, but are supported and 
cambered by two struts which stand upon the wooden truss. One of these struts is shown in 
Fig. 9. It is similar to that shown in Figs. 7 and 8, with the exception of the lower part, termi- 
nating in a plate or foot 2 in. square. The upper edge of the gutter a is notched, as shown 
in Figs. 3, 4, 5, '7, and 10, to receive the sash-bars. 

Fig. 10 is an enlarged section of the Paxton gutter and glass roof. a is the gutter, c the ridge, 
made of a piece of wood 3 in. square, with the sides shaped as shown in the drawing, and notched 
to receive the sash-bars r, which are secured by a single nail at each end, driven through a hole 
drilled diagonally through the bar. The ridges ¢ are united at their ends by two 4 in. dowels, 3 in. 
long, shown at cc. 

The sash-bars are 1 in. wide, 12 in. deep, and furnished with a groove on each side = in. wide 
and & in. deep, to receive the glass. The fillet on one side is reduced in width 4 in., as shown in 
the section, for the purpose of facilitating the operation of glazing, as explained elsewhere. ‘Three 
stronger bars are introduced in every 24 ft., their width being 2} in. Their positions are shown 
by the wide notches in the gutter a, Fig. 3. The sash-bars are all of the same length, and the 
ridge is consequently cambered like the gutters. 

Fig. 2, Plate XII., is a section, showing the junction of roof over one-story building with the 
front of two-story building and gallery floor. 

a is the gutter, having the deep groove at top, and only one side groove. B is a cast-iron 
bracket and shoe, carrying the end of the gutter. c is the main gutter. N is a curved channel, 
which conveys the water from the gutter into the main gutter c. 0 is the gallery floor, and Pp one 
of the transverse 24 ft. cast-iron girders which support it. @ is a section of one of the longi- 
tudinal 24 ft. cast-iron girders supporting the side of gallery. ® is the vertical sash forming the 
side of the second tier, and s is the sill. 

The rain water which runs down the vertical sash pr falls from the sill s into the gutter a, and 
thence passes through the channel n into the main gutter, as will be more fully explained in reference 
to Plate XIIL, Figs. 12, 13, and 14. 

A similar arrangement occurs at the junction of the roof over the two-story building with the 
side of that which rises three stories. 


The glass employed in the roof is sheet glass, blown in cylinders about 10 in. in diameter and 
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49 in, long, which are split down one side and opened out into flat sheets. Each sheet is cut into 


three strips or panes, 49 in. long and 10 in. wide. The glass is made of the thickness of BS in., 
and weighs 16 oz., or one pound per square foot. 

The roof is glazed in the following manner :—a number of sash-bars are prepared with the 
grooves filled with putty, and the ridge piece is raised into its place and supported by the broad 
sash-bars. A sheet of glass is then pushed into the groove of one of these broad sash-bars, and 
another bar is then pressed upon its edge and brought into its place and secured by a nail at each 
end. The sheet of glass is then pushed up into the groove in the ridge, and the putty is smoothed 
with a knife. Another pane is then inserted, and so on until the workman arrives at the next broad 
sash-bar, which he lifts out of its place and introduces the pane of glass as before, the ridge 
being supported in the meantime by the bars already inserted. A provision is made, however, by 
which the glass can be introduced without removing the sash-bar, which is particularly useful in 
case of a pane being accidentally broken after the glazing is completed. By referring to Fig. 10, 
Plate XII., it will be seen that the fillet is partially removed on one side of the bar, so that if one 
edge of the glass be slipped into the groove in the next bar, its other edge can be brought down 
past the fillet on to the shoulder; the glass is then slipped back a little so as to enter the groove, 
and it is thus secured at both ends. This method of glazing with grooved sash-bars has been 
proved, by many years’ experience at Chatsworth and elsewhere, to be much superior to the ordinary 
method of fixing the glass on sash-bars made with a simple shoulder on each side. A smaller 


quantity of putty is used, and, being confined in the groove, it is not liable to erack and break away 
as is the case in the ordinary method. 


MAIN GUTTERS AND RAIN-WATER CONNECTIONS. 


Plate XIII. shows the construction of the main gutters and the various rain-water connections 
Fig. 1 is a longitudinal section of one of the main gutters of the roof over the nave 
supported by the 72 ft. wrought-iron trusses shown in Plate XI. 


5 in. in the centre, and the gutter follows the camber of the truss, 


which is 
These trusses are cambered up 


2 2 so that the water flows both ways 
from the centre. Fig. 2 is a transverse section of this gutter, which is 6 in deep and 51 in. wid 
‘ 4 In. wide 


inside ; it consists of two side boards, c and p, 12 in. thick and 6 in. deep, tongued into lank 
’ a an > 
2% in. thick and 1 ft. 2 in. wide, to which they are secured by 1 in. bol i : : 
‘ i 6 J 2g In. bolts passing also through 
the top rail of the truss. The joints are made good with white lead. The plank & adds a 
. 2 Z 
ably to the stiffness of the upper rail of the 72 ft. truss. ee 
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Fig. 3 is a longitudinal section, and Fig. 4 is a transverse section of the main gutter on one 
of the 48 ft. wrought-iron trusses. These gutters deliver the whole of the water at one end. 


The side boards c and p are 12 in. thick and 7} in. deep, tongued and bolted to a plank gz, 


12 in. thick and 9 in. wide. 
A false bottom r is tongued into the side boards c and p. This false bottom lies in contact 


with the bottom plank z at one end, and follows its camber to the centre of the truss, rising 14 in. 


in that length. It then leaves the bottom x, and rises 2 in. in 8 ft. until it reaches the end. The 


total rise is, therefore, 23 in. 
Fig. 5 is a longitudinal section of one of the main gutters over 24 ft. span. This is similar to 


the preceding; but the false bottom F falls 3 in. in 8 ft. throughout its length, and delivers all the 


water at one end. 
The water is thus conducted down the inner row of columns in each of the three tiers, and 


passes through the outlets shown in Plate VIIL, Figs. 3, 5, and 7, into the drains by which it is 


conveyed away. 
The ends of the Paxton gutters a meet and are supported on shoes or plates 8, which rest on 


the main gutters, into which they deliver the water. One of these plates is shown in plan in Fig. 


6, with one of the gutters a resting upon it, the other being removed to show the plate. 


Fig. 7 is a section through the line ¢ ¢ in Fig. 6, and Fig. 8 is a section through the line 


d d in Fig. 6. 
This plate is 82 in. long, 53 in. wide, and § in. thick. It slopes downwards towards the centre 


line of the main gutter, so as to follow the inclination of the ends of the Paxton gutters. It is formed with 


a projecting ledge on the upper sur face, 2 in. wide, and the same in height on each side, and 3 in. wide 


p is made flat to fit a notch in the under side of the Paxton gutter. On 


at. each end, where the to 
in. deep, and a beading is 


the lower surface at each end is a projecting beading, $ m. wide and 3 


also formed round a hole, 3 in. diameter, made through the centre of the plate. 
by their junction, a cylindrical passage for the water, 


The semi-cylin- 


drical cuttings in the end of each gutter form, 


which thus drops through the plate B into the main gutter. 
from the small side grooves into the vertical 


passage. Any water which may escape between the two gutters falls on the plate B, which conveys 


The two small diagonal grooves in the 


end of each Paxton gutter conduct the condensed water 


it into the main gutter. 
Figs. 9, 10, and 11 show the method of delivering the water into the columns. 


Fig. 10 is a section through the line aa, and Fig. ll a section through bd in Fig. 9. 


Fig. 9 is a plan. 
a is the 


p 2 
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Paxton gutter. 1 is a cast-iron shoe fixed to the main gutter over 48 ft. span. U is a cast-iron shoe 


fixed to the gutter over 24 ft. span. These shoes are secured by a 3 in. bolt and nut through each 
side of the gutter, and two wood screws in the bottom r, and two others in the top edges of the sides 
of the main gutter. 

The Paxton gutters a meet on the top of the shoe 1, which is of a similar form to the top of 
the plate p, shown in Figs. 6, '7, and 8. They are fixed by } in. bolts passed through lugs v, on 
each side of the shoe tr. The bottom of each shoe is formed with a turned down lip to deliver the 
water into the connecting piece w, which forms the top of the column. The passage thus formed 
in the shoe T is made much larger than that in the shoe v, on account of its having to deliver the 


water from double the area of roof. 


Similar shoes are employed to deliver the water from the 72 ft. and 24 
the third tier. 


ft. spans of the roof of 


Fig. 12 is a plan of the mode of conveying the water from the Paxton gutters, round the outer 


columns x of the upper stories of the building, into the main gutters. Fig. 13 is a side elevation 


of the same, and Fig. 14 is a section through the line g g in Fig. 12. Bw is an iron casting of 


rather peculiar form, which partially encircles the column x, and rests on the connecting 
D 


piece w. 
The parts B B are formed into shoes to receive the ends of the Paxton gutters a. 


The water passes 


through the semicircular passages #7 into the covered channels N, and thence through the aper- 
t=] 


nn are two small channels which convey the condensed water from the 
small grooves of the Paxton gutters into the main gutter. 


ture 7 into the main gutter. 


The general thickness of metal in this 
casting is 2 and 3 in. 


Fig. 15 is a plan, and Fig. 16 a vertical section on the line ££ of the mode of delivering the 
water from the main gutters of 48 ft. roof, on the north side : 


es of the building; into the external 
columns. T is a circular cast-iron plate, 3 in. thick and 7 in, diameter, with a hole 4 


the centre, surrounded by a lip on the lower edge. 
lower surface, and it is fixed to the false bottom F 


column by two 4 in. pins. 


in, square in 
The plate is also surrounded with a lip on its 


of the gutter by six wood screws, and to the 


Fig. 17 is a plan, and Fig. 18 a section, of the connection for cony 


eying the water int 2 
ternal columns at the ends of the building, nto the ex 


and also at the sides of the Transept. 


T, very similar to that shown in Figs. 15 and 16, is fixed by wood s 
s crews to the bottom of Si 
ec of the outside 


A cast-iron plate 


The whole of the gutters are of deal. Being 


exposed to the alternating effects of heat and 
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moisture, the timber requires to be well seasoned; but, from the difficulty of obtaining so large a 
quantity of timber in so short a time, some lots were employed which were not sufficiently seasoned, 


and the consequence has been that some of the gutters have proved leaky. 


GALLERIES. 


Plate XIV. shows the construction of the Galleries. 

Fig. 1 is a transverse section, and Fig. 2 a longitudinal section. A B are the longitudinal cast- 
iron girders, and c the transverse girders. ‘The longitudinal or side girders a B, support two trussed 
joists, each formed of two battens pp, 7 in. x 24 in., placed 2 in. apart, and trussed by around iron 
rod ©, 12in. diameter, and two cast-iron struts F. These joists are shown in detail on a larger 
scale in Figs. 3, 4, 5, 6, 7, 8. Fig. 3 is a longitudinal section between the two battens p, and 
through the shoe c. Fig. 4 is an elevation of a portion of the joist. Fig. 5 is a transverse section 
through the centre of the joist. Fig. 6 is a sectional plan of the strut r at the line aa in Fig. 4. 


Fig. 7 is a front elevation, and Fig. 8 a plan of the shoe «, by which the tie-rod & is attached to the 


ends of the battens p. 1H are wooden binders, 9 in. deep and 4 in, wide, passing under the trussed 
joists p and common joists 1, into which they are notched half an inch, and supported at their ends 


by the transverse girders c, by means of $ in. bolts and nuts, passing through a piece of wood J, 


44, in. deep by 4 in. wide, which rests upon the girder c, as shown in Fig. 2. 
The binder u, together with the brackets x x, Figs. 4 and 5, rests upon the cast-iron strut or 


standard ¥, under which passes the tie-rod rE. ‘The strut F is prevented from being accidentally dis- 


placed by means of projections morticed into the timber, and a 4 in. bolt passing through the binder 4H, 
and through a small wrought-iron saddle 1, where it is secured by a nut. The saddle i rests upon 


the battens pp. By this arrangement the joists DD and the binders Hu are supported at four 


points in each square of 24 ft. by the struts Fr, as w ell as being supported at their extremities by the 


girders. The common joists 11 are supported at their extremities by the longitudinal girders A B, 


and at two intermediate points by the binders HH. The flooring boards r are laid upon the 


trussed joists p and common joists 11, and run in a longitudinal direction. In this manner the 


weight of the whole gallery is distributed as equally as possible on the longitudinal and transverse 


cast-iron trellis girders ; as it will be found that the two longitudinal trellis girders carry between 
them two-thirds of the weight of a bay, and the two transverse girders the remaining third, their 
load being made equal to that of the longitudinal girders by the portion of the adjoining bays of 


24 ft. square, which they have also to support. Each of these girders was proved by placing 15 tons 
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equally divided on the two vertical parts b 6, so that this proof is equivalent to 45 tons on the 


square of 24: ft., or 175 Ibs. per square foot. The tie-rods s are 12 in. diameter, and are enlarged 
at their ends to 13 in. diameter, and screwed to receive the nuts m. The shoe gc rests upon a 
piece of wood n, 1% in. thick, placed on the cast-iron girder, and is secured by 3 in. bolts o. 
The top of the shoe has two lugs, p p, for receiving bolts to fix the standards of the Gallery railing, 
a portion of which is shown in Fig. 2. The flooring boards x are 1 in. thick, and are tongued 
with hoop iron 1 in. wide, as shown in Figs. 3 and 4, The surface of the Gallery floor is 
22 ft. 11 im. above the ground floor. 

In Plate XIV. are also shown the ornamental octagon bands and bases of the columns. 

Fig. 9 is an elevation, and Fig. 10 a plan of the octagon bands on the columns in the interior 
of the building. is the column. 8 is the connecting piece which supports the girders. cc are two 
light iron castings, * in. thick, which embrace the column, and are united by two small screws dd 
on each side, passing through the castings, and entering a small strap of wrought iron e on the 
interior of the casting. Notches are formed at the sides of the castings, 


where the girders pass 
through them. 


Fig. 11 is an elevation, and Fig. 12 a plan of the octagon bases of the columns in the interior 
of the building. cc are two light iron castings, a in. thick, which join at the angles in such a 
manner that three sides of the octagon are in one casting, and five sides in the other. 
united by two 3 in. bolts and nuts dd, passing through flanges ee, 
plan, Fig. 12, and in Fig. 13, which is a view of the joint. 


plane of the joint, and has a small projection or chipping 


They are 
whose position is shown in the 
The flange e is set back ig in. from the 


piece at b, which projects % in., so as to lie 
in the plane of the joint. 


STAIRCASES. 


Access to the Galleries is obtained by twelve staircases, whose positions are shown in the plans 
Plates I. and II., and, on a larger scale, in Plate XV. 


It will be seen by the plans and section that these staircases consist of two parallel flights 8 ft 


ng and 8 ft. wide, from 


The staircase is covered by a 
which unites the two main galleries, 


wide, with a space of 8 ft. between them, leading to a landing 24 ft. lo 
opposite sides of which two flights of stairs lead to the Galleries, 
cross gallery, 48 ft. long and 24 ft. wide, 


and in which two 
spaces or well-holes of 8 ft. wide by 


16 ft. long are formed to receive the upp 


: er flights of stairs. 
By this arrangement there are two passages of 8 ft. wide at every part. 


The above dimensions are 
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merely given to explain the manner in which the two 24 ft. bays of the building are divided out 
and occupied by the staircase. Owing to the space occupied by the columns, balustrade, &c., the 
actual width from centre to centre of the strings of the stairs is only 7 ft. 1 in., and the actual 
clear passage between the balusters is reduced to 6 ft. 104 in. 

The landing is supported by eight small cast-iron columns, of similar section to the columns 
which support the building, but of smaller diameter. These columns are united by cast-iron 
girders running along the sides of the landing. Four cast-iron strings of I section are bolted to 
these columns and to the floor, to carry the lower flights of stairs, and two similar cast-iron strings 
are bolted to each girder at the side of the landing, and to cast-iron trellis girders 6, under the 
gallery floor, for carrying the upper flights. An elevation and section of one of these trellis 
girders, drawn to a larger scale, is shown in the Plate. It is of the strongest section shown in 
Plate X., and the vertical struts are widened to receive the strings which rest upon projecting 
snugs cast upon the girders, to which they are each secured by four bolts and nuts. A series of 
standards, with open triangular frames at bottom, are bolted on the upper edges of the strings, for 
the purpose of receiving the treads and risers of the stairs, which are of elm. There are twenty- 
one steps in each flight. ‘The columns on each side of the staircase are strengthened by diagonal 
bracing in both tiers, and the strings of the staircase also form strong diagonal struts, and 
contribute to the lateral stiffness of the building. 

The details of the various parts of the staircase are shown in Plates XV I.and XVII. Fig. 1, 
Plate XVL., is an elevation of the cast-iron string for the upper flights of stairs, showing also a 
section of the same, and a portion of the stairs and balustrade. The top flange of the string 4 is 
41 in. wide and 4 in. thick, and parallel from end to end. The vertical web is 4 in. thick at top 
and & in. thick at bottom, and the bottom flange is 2 in. thick and 7 in. wide in the centre, and 
tapered to 3 in. wide at the ends. The total depth of the string is 1 ft., and its extreme length is 
about 22 ft.10 in. It is provided with a flange at the upper end, ¢ in. thick, 1 ft. 2 in. deep, and 
54 in. wide, shaped to fit against the side of the gallery girder B, the elevation and section of which 
are shown in Plate XV. The string rests upon the snug of this girder, with the intervention of a 
wood packing 4 in, thick, and a similar packing, 2 in. thick, is introduced between the end of the 


string and the girder, which are united by four { in. bolts. Fig. 2 is an elevation of the end of 


the string, showing the positions of the four 1 in. holes for receiving the bolts. The lower end of 


the string A is provided with a flange of the form shown in Fig. 3, 5 in. wide, 8 in. deep, and # in. 


thick. It is secured by four 3 in. bolts to the cast-iron girder c, which supports one side of the 


landing, with the intervention of a wood packing 4 in. thick. The girder c is 8 m. deep; the 
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bottom flange is 4 in. wide and 4 in. thick; the top flange is 2 in. wide and } in. thick ; the vertical 
web is 4 in. thick at top and 4 in. thick at bottom. A plan of this girder is shown in Plate XVIL., 
Fig 1. Fig. 2 is an elevation, and Fig. 3 a section. It is 8 in. deep and 23 ft. 13 in. long. 

The bottom flange is cast with a broad foot at each end and two intermediate ones. These 
feet are 6% in. wide and the same in length, and project } in. below the bottom of the girder. They 
are formed with four { in. holes, 43 in. from centre to centre, through which pass the 2 in. bolts which 
secure them to the small columns. The centre of each foot is in the centre line of the column. 
The distance between the two intermediate columns is 8 ft. 5 in. from centre to centre, and that 
between the end columns and the intermediate ones is 7 ft. 1 in., that being the distance from 
centre to centre of the strings of the lower flights of stairs, which are bolted to the columns. 
The strings of the upper flight are also placed at a distance of 7 ft. 1 in. from centre to centre, and 
are bolted to the vertical web of the girder at two places between the intermediate columns, where 
the web is thickened and furnished with four { in. holes at each place, as shown in Figs. 1 and 2. 
Four 3 in. holes are formed through the web at each end for securing two transverse cast-iron 
bearers, shown in Figs. 4, 5, and 6. 

The top flange of the girder is 2 in. wide and } in. thick: it spreads out at the ends to form 
a base of 64 in. square, for receiving the post or standard, shown in Figs. 5 and 6; and it is also 
widened half an inch at two intermediate parts, and provided with two £ in. holes at each place. 
These were intended for fixing a standard to carry the return of the handrail, which was, however, 
replaced by three cast-iron balusters of the form shown in Plate XVL., Fig. 12. 


The columns which support the landing are of similar form to those which support the building, 
but their external diameter is only 5 in., and their thickness of metal 4 


yin. In Plate XVL., Fig. 4 
of one of the columns. Their 


is above the floor and 2 ft. 5 in. below. The 
bottom of the column p terminates in a base plate, 1 ft. 3 in. diame 


is an elevation, Fig. 5 a side elevation, and Fig. 6 a sectional plan, 
total height is 13 ft. 1 in., of which 10 ft. 8 in. 


ter, 3 in. thick in the centre, 


) The top of the column is furnished 
with a flange of the form shown in the plan Fig. 7, 62 in. wide and the same in breadth, and 11 in 
’ A 4 


flange, at a distance of 43 
centre. The girder c which carries the side of the landing is bolted to the flang 


and 4 in, thick at the edges, which rests on the foundation. 


thick. Four ¢ in. bolt holes are made through the in. from centre to 


e by four & in. bolts. 
E is one of the cast-iron transverse bearers at the end of the landi 


ng, which is bolted to 
the girder c by four 4 in, bolts, 


$ in. thick, This bearer 


n, Fig. 5 is an elevation, 


with the intervention of a wood packing 
is shown separately in Plate XVIL., Figs. 4, 5, and 6. Fig. 4 is a pla 


and Fig. 6 a vertical section at the part marked 4} in the elevation. This bearer is 8 in deep 
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and 7 ft. 101 in. long. The bottom flange is 3 in. wide and from Zin. to 3 in. thick. The top 


flange is 2 in. wide and 4 in. thick, and the vertical web is 4 in. thick at top and 3 in. at bottom. 


The ends of the bearer are of such a form as to enter between the flanges of the girders which 
carry the two sides of the landing, and they are terminated by flanges 5 in. wide, 64 in. deep, 


and in. thick, with four 2 in. holes for receiving the } in. bolts, by which they are secured to the 


ener 


girders. The bearer has a small projection on the under side at each end, which rests on the 


top of the column. 
Two 2 in. holes were formed in the vertical web in the centre of the bearer, for securing it 


to the main columns of the building, but they are not used, as the staircase is sufficiently firm 


without this additional support. 


The upper part of each of the four columns at one side of the landing is provided with four 
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2 in, horizontal holes for receiving $ in. bolts, by which the string Fr of the lower flight of stairs 


is attached to the column, with the intervention of a wood packing ¢ in. thick, as shown in Plate J 
XVL., Fig. 4. The end of the string rests upon a small snug cast on the column, with the > 
intervention of a } in. wood packing. P 

Figs. 8, 9, and 10, Plate XVI., show one of the strings which support the lower flights of 7 
stairs, and which are similar in section to those which support the upper flights. Fig. 8 is an Z 
elevation, Fig. 9 is an elevation of the flange at the end of the string. Fig. 10 is a plan of the J 
under side of a portion of the bottom flange, showing how it narrows in at the end. The end 
flange is 1 ft. 3 in. deep, 2 in. wide at bottom, 2% in. wide at top, and Zin. thick. It is furnished | 
with four % in. bolt-holes, to correspond with those in the column. The lower end of the string 
is provided with a horizontal flange 1 ft. 74 im. long, 4 in. wide, and ¢ in. thick, which rests upon 
the ground floor. Fig. 11 is a horizontal section through the string at the line g g in Fig. 8, 
showing this flange with four % in. bolt-holes, by which it is secured to the floor. 

On the top flange of each string is a series of vertical standards ¢ u, cast open, and formed 
with triangular frames at bottom, which rest upon the flanges to which they are each bolted by 
three 4 in. bolts and nuts. These bolts pass through holes { in. wide and § in. long, as shown in : 
Fig. 1, Plate XVL., and in Fig. 13, which is a plan of a portion of the top flange of the string. 

The holes in the foot of the standard are % in. in diameter, and in the positions shown in é 
the section taken through the line e e in Fig. 1. The general thickness of metal in the standard 
is } in. and 2 in., and the forms of the various parts are shown in the elevation and in the small , 
sections. The standards are notched into the end of the step 1, which is supported on the flange A 
of the triangular foot, the form of which is seen in the section through the line dd. The end y 
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of the step is made good by a returned nosing. The step is 1 ft. 2 in. wide and 1} in. thick. 
The riser x is 74 in. deep by 14 in. thick, and is fixed by screws to the vertical side of the tri- 
angular foot of the standard. The step is tongued into the riser. 

On the top of the standard is fixed by screws a hand-rail 1, of the form shown in section in 
Plate XVII., Fig. 10. It consists of a flat strip of wood 2 in. by 3 in., surmounted by a 
cylindrical wooden rail 2? in. diameter, on the lower side of which a flat is cut to bear upon 
the first strip of wood. Each standard has two small projections, which are let into the lower 
strip. 

The landing is floored with 14 in. boards tongued with hoop-iron, and supported on wooden 
joists 7 in. deep and 23 in. thick, which rest upon the girders cc. At the angles of the landing 
are cast-iron standards m, of the form and dimensions shown in Plate XVII., in which Fig. 7 
is an elevation, and Fig. 8 a plan. Their outside diameter is 5 in., and the thickness of metal is 
gin. Their total height is 3 ft. 73 in. They are formed with loose caps, fixed on by screws. 
They are bolted to the girders c, shown in Figs. 1, 2, and 3, Plate XVII., and one of them is 
shown in its place in Fig. 4, Plate XVI. They are also used at the angles of the well-holes in 
the cross gallery, as shown in Plate XV. | 


GALLERY RAILING. 


Tn Plate XVII. is shown the construction of the Railing along the fronts of the Galleries, and 


round the landings and well-holes of the staircases. 
Fig. 9 is an elevation of the lower part of the gallery 


front, showing the plinth of the inter- 
mediate standards of the railing. 


_ Fig. 10 is a vertical section of the same, and Fig. 
horizontal section through the foot of the standard at the line ce in Fig. 
same with the plinth removed. 


ll isa 
9. Fig. 12 shows the 


and of a similar pattern to 
but the top and bottom are horizontal in lieu of being inclined, and 
the sides are } in. thick and spread out from a width of 13 3 


in. at top to a width of 5 in. at bottom. 
The form of the foot is shown in Figs. 10 and 11; it is let into the gallery floor, and secured by 
5 


two 2 in. bolts and nuts. A light cast-iron plinth, 0, is let into the sill P, 
standard by a single small screw. 


N is the standard, which is of cast iron, 
those used for the staircases, 


and secured to the 
The railing x is cast in short lengths, 
made by the diamond-shaped bosses s being cast on one length, and notched 
of the next length. 


and the junctions are 
to receive the angles 


The railing is secured at top and bottom by wood screws entering the hand. 
a 


rail x and the plinth r. 
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TRANSEPT. 


Plate XVIII. Fig. 1 is a transverse section of one half of the arched roof of the Transept, 
taken through the lead flat at the north or south end. 

Fig. 2 is a transverse section of part of the Transept roof and lead flat over the 72-ft. span 
in centre. 

Fig. 3 is a longitudinal section of a portion of the roof, showing one bay supported by a 24-ft. 
cast-iron girder p, and a portion of an adjoining bay, supported on the strong 72-ft. truss E. 

aA are the strong arched wooden ribs, which form the main support of the roof. BB are 
lighter intermediate wooden ribs, which are supported by wooden purlins c c. 

The ribs a rest upon the columns, with the exception of two which are carried over the nave 
by the deep 72-ft. trusses E. 

The intermediate ribs B are placed over the 24-ft. cast-iron girders D, and the 72-ft. 
truss E. 

The ribs a and B carry the sash-bars r, which are placed in a diagonal position, and fixed to 
the ridges c. 

This diagonal position of the bars is adopted for the purpose of delivering the water in. the 
direction of the flow of the gutters, which are formed on the outer surfaces of the ribs 4 and b. 

The whole roof is strengthened by a system of diagonal bracing 14, consisting of six crosses 
in each bay. A short pillar, or strut 1, made of elm, is placed at the intersection of each cross, 
to connect the bracing to the purlins. 

The space J below the glass roof is fitted with iron louvres, similar to those used in other parts 
of the building. 

Fig 4 is an enlarged section of one of the main ribs a, drawn to a scale of 2 in. to the foot, 
and Fig. 5 is a side view of a portion of the same, and a part of the lead flat, drawn to a scale of 
1 in. toa foot. The rib a is formed of three thicknesses of timber cut to the proper curve, and 
bolted together. The central piece ¢ is 4 in. thick, and consists of separate pieces 138 in. wide, 
and about 9 ft. 6 in. long. One side of these is left straight, and the other is cut to a curve of 
37-ft. radius. The angle formed on the interior of the rib by the junction of these pieces is filled 
by a short piece fj 4 in. thick and 3 ft. 4 in. long. To this central piece are spiked two side pieces 
2 in. thick, which are cut out of planks, with scarcely any waste of material, in the following manner. 
The plank is divided into two pieces, h and 2, by a curved cut, the radius of which is 37 ft. The 
position of the two pieces is now reversed by bringing the two straight edges together, as shown in 
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Fig. 5. The internal edge is then brought to its proper radius by a very slight amount of trimming. 
The side pieces hi thus made are placed so as to break joint with the central 4 in. piece e, to which 
they are firmly nailed or spiked. A piece of timber j, 7 in. wide and @ in. thick, is nailed to the 
intrados of the arch thus formed, and two boards, / and /, 1 in. thick and 11 in. wide, are nailed 
to the extrados. A flat bar of iron, 2 in. wide and 2 in. thick, is placed upon these boards, and 
another bar, 34 in. wide and 3 in. thick, is placed upon the piece 7, and 2 in. round iron bolts are 
passed through the whole at intervals of 2 ft., and secured by nuts. ‘The piece 7 has its corners 
rounded, so that the intrados of the arched rib corresponds in form with the cast-iron columns. 
In this way a strong arched rib is formed of a general section of 1 ft. 6 in. deep by 8 in. wide, 
and 74 ft. 4 in. diameter on the extrados, and the grain of the wood is at every part in the direc- 
tion of the strain, or nearly so. The lower ends of the ribs are fitted into the tops of the columns, 
shown in Plate VIIT., Figs. 9 and 10. ‘They are secured to the columns by a wrought-iron strap, 
3 in. by $ in., passing round the front of the column, as shown in Plate XIX., Fig. 1. The ends 
of the strap terminate in 14 in. bolts, passing through a timber 1, 7 in. square, which lies at the 
back of the ribs, and also through a 4 in. plate behind the timber, where they are secured by nuts. 
These straps are used for the ribs springing from the columns next to those at the junction of the 
Nave with the Transept, and also for the ribs nearest the two ends of the Tr 
marked 6 6 in Fig. 2, which is a plan of one-half of the lead flat ; 


a similar manner with straps 3 in. by } in. 


ansept, which are 


the other ribs, aa, are fixed in 


The two ribs which are supported by the 72-ft. wrought-iron trusses over the Nave, cannot, of 


course, be fixed to the columns. They are, therefore, strengthened at each side by 


a J iron strut z, 
Figs. 2 and 5, Plate XVIII, 34 in. by 33 in., and 2 in. thick. The upper end of the strut is 
thickened by a wrought-iron plate riveted to it 


3 


, and it is fixed to the strap on the back of the rib 
by ? in. screws, 


The lower end of the is ed j 7 i i 
e strut is bedded in a wooden block 1 ft. 4 in, wide, and 
secured by screws, 
One of the intermediate ribs B is shown in section in Fig. 6 


: » It is 4in. deep and 8 in. wide, 
and carries two boards, kJ, 11 in. wide and 1 in. thick. 


Two strips of wood, mm, are attached 
to the edges of these boards, 


so as to form the internal gutters for the re 


ception of the condensed 
moisture from the under surface of the glass. 


Similar strips of wood are attached to the main ribs, 
as shown in Fig. 4. 
The sash-bars F are notched into the boards i, Figs. 4 and 6, and also 


into the ridge c, Fie. 4 
: : : fol > Da ? 
which is formed of three pieces of wood, each 11 

8 


in. thick, and of the respective widths of 2 in., 


8 in,, and 4 in. The ridge i ; lt ; 
3 n n midge 1s secured to the purlins cc? and c! at the points marked 660 in Fig. 1, 
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by means of a } in. bolt, as shown in Fig. 7, and partly shown in Fig. 4, A small wrought-iron 


plate n, 34 in. long, 1 in. wide, and 1 in. thick, is let into the top of the ridge c. ‘Two ¢ in. 


ay 


wrought-iron bolts, with countersunk heads, pass through this plate, and through a similar plate o, 


4 
A J in. bolt, p, is passed through a small plate g, which is mortised into the purlin c*, and the end 


Lin. thick and 11 in. wide, on the under side of the ridge, where they are secured by two nuts. 


of the bolt is screwed into the plate 0, and secured by a washer or set-nut + in. thick. 


y 


a 


The ridge c does not form a complete semicircle, but is divided at the summit of the arch, 


where a path 2 ft. wide is made and covered with lead, as shown in Fig. 1. The end sash-bars 
are 3 in. wide and 12 in. thick, and have only one groove, as shown in the enlarged section, 


he - > 
I ig. 8. 
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The purlins are supported by two cast-iron brackets at each end, bolted to them and to the 


secure the corresponding bracket on the opposite side of the rib. Each bracket has a projection 


arched ribs. Fig. 9 is a side view of the brackets KK, with portions of the rib a and purlin c. A 
Fig. 10 is a front view of the brackets, with a section of the purlin and side view of a portion of 5 
i= 
the rib a. Fig. 11 is a plan of the under side of the bracket. Their general thickness of metal ,, 
ae - EB 
is 2 in., and they are each secured to the rib a by two 2 in. bolts and nuts, which at the same time > 
» 
2 


3 in. by 1 in., which is let into the purlin, which is further secured by a 2 in. bolt passing 


through it and through the two brackets. The brackets are strengthened by being cast with a rib. 
Wooden blocks or brackets are added under the purlins, as shown in Fig. 3. The first purlin 
c is 8 in. by 64 in., and the semicircular arch springs at 2} in. below its upper surface. 
The other purlins are all 44 in. thick, but increase in depth towards the crown of the arch. 
c! and c? are 9 in. deep. c’ is 10 in., c* is 114 im, c* and c° are 134 in. The light intermediate 


ribs B are notched into the purlins. 

The diagonal bracing uu consists of $ in. round iron rods, each of which is forged with an eye 
at one end, and is screwed at the other end. ‘The eyes are secured’ to the main ribs by the same 
bolts and nuts which fix the brackets for carrying the purlins; and the screwed ends, which are 
1 in. diameter, enter a central adjustment-plate 1, shown in Figs. 12, 13, and 14. Fig. 12 is a side 
view of the plate L and the elm strut 1. Vig. 13 is a front view, and Fig. 14 a section, of the plate. 
The rods u are adjusted in this plate by means of nuts. The plate x and strut 1 are secured to the 
purlin by a in. bolt passing through them all. The lengths of the struts 1 diminish as they 
approach the crown of the arch, the lower one being 9% in., the middle one 8% in., and the upper 


one 54 in. This diminution of length is to allow for the increasing depth of the purlins as they 


approach the top. 
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Before proceeding to describe the lead flat on each side of the Transept roof, we shall explain 
the construction of the four wrought-iron trusses which carry the lead flat and arched roof across 
the Nave. 

| These trusses are 72 ft. long avd 6 ft. deep, and are of two different strengths. The two 
| stronger ones. are placed under the arched ribs of the roof, while the two lighter ones are placed 
under the opposite edges of the lead flats. These trusses are shown in Plates XX. and XXa. 

Fig. 1 is an elevation of one-half of one of the strong trusses. ‘The elevation of the light 


truss is the same, except that there is no provision at its ends for distributing the weight upon two 


columns, as is the case with the strong trusses. 
The top rail e@ consists of two angle-irons 44 in. deep, 3} in. wide, and 2 in. thick, with a 
plate 9 in. wide and 2 in. thick, riveted on the top. A space of 2 in. is left ae the angle- 


irons. ‘The ie are in five lengths, and are connected at ¢¢ by eight 2 in. rivets passing 


through them and through a plate or plates introduced between them. 


The top plate is in seven lengths, and is connected at wz by twelve 4 in. rivets passing through 


the plate, and also through the two angle-irons, and a 3 3 in. joint-plate 9 in. square, as shown in the 


enlarged plan, Fig. 2. The top plate is fixed to the se eA by 4 in. rivets, of which there are 


twenty in every 8 ft., and the rivets are countersunk into the top plate. 


The bottom rail 1 consists of two flat wrought-iron bars 6 in. deep, with a space of 2 in. 


between them. It is in four lengths, jointed at ccc, as shown ona larger se 


ale in Figs. $ and 4. 
by The bars forming the two central lengths are % in. thick, and those forming the side lengths are 


$ in. thick. “The joint is made by six 1 in. rivets passing through two wrought-iron joint-plates 
. . 15. . r . ° 

6 in. by 1 ft. 6 in. and ig m. thick. The space of 2 in. between the bars is filled up by three 

wrought-iron plates 6 in. by 1 ft. 5 in. Plates of 4 in. thick are introduced with the & 3 in. bars, 

to make up the thickness of the central bars, as pO in Fig. 4. 


The end standards a are of cast iron, and are shown in Figs. 5, 6, and 7. Fig. 5 is a front 


view. Tig. 6 is an elevation of the side next the column, and Fig. 


7 is an elevation of the opposite 
side, with sections of the top and bottom rails. 


These standards are 34 in. wide, 4 in. deep, and 1 in. thick, of a T form of section, and pro- 


vided with a rib or chipping-piece 3 in. wide and 1 % in. deep, which comes in contact with the side 


Six 11 in. bolts secure the ee to the column. 
at top and bottom, where it receives the top and bottom rails. 
rivet, and the bottom rail by a 13 


i of the column. The standard is 2 in. thick 


The top rail is secured by a 12 in. 
Two sockets are formed in the middle, to 
being exposed to compression 


in. bolt and nut. 
receive the diagonals 1 and gy. i 
g The diagonal 1, » is not made of flat 
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bars, but of four angle-irons 24 in. by 24 in., and os in. thick, riveted together in pairs, with } in. 
rivets. The two pairs of angle-irons are placed 4 in. apart, and riveted together with } in. rivets 
and small distance-pieces. Portions of this diagonal are shown in Figs. 5, 8, and 9. The 
lower end of the diagonal is secured in the upper socket of the standard a by a 1} in. rivet, the 
space between and on each side of the angle-irons being filled up with wrought-iron ‘plates. The 
upper end of the diagonal enters between the angle-irons of the top rail, where it is secured by 
three = in. rivets, the thicknesses being made up by three 2 in. plates of the form shown in Fig. 10. 

The diagonal 3 is formed of two bars 43 in. x 4 in., and is secured at each end by a 13 in. rivet. 
The ends are thickened by short plates riveted to them at each end by two ? in. rivets, by which 
means the loss of strength in the diagonal is merely that due to a ? in. rivet-hole, instead of being 
that due to the 12 in. rivet-hole. 

The diagonal x is formed of two bars 43 in. deep and 1 in. thick, and is fixed at each end by 
a 2in. bolt and nut. The other diagonals, being exposed to much less strain, are formed of single 
bars 43 in. deep and iin. thick, and are secured at each end by a 1 in. rivet. Fig. 11 is an 
enlarged elevation of a portion of the top rail eG, with the top of one of the standards B, showing 
the mode of fixing the diagonals; small square washers, or plates of wrought iron, are introduced 
to fill up the space of 2 in. between the two bars of the rail. The rivets are each 9 in. from the 
centre line of the standard. 

The standards p and c are shown separately in Figs. 12, 13, and 14. Fig. 12 is a front 
elevation, which is the same for both gp andc. Tig. 13 is a side view of the standard B, showing 
sections of the top and bottom rails and diagonals. Fig. 14 is a similar view of the standard c, 
which differs from B in being bowed out in the middle to admit of the passage of the strong 
diagonal x. Each standard consists of four angle-irons 24 in. by 2} in., and 4 in. thick, riveted 
together in pairs, and the two pairs riveted together with six small cast-iron distance-pieces 
between them, one of which is shown separately in Fig. 15. The rivets employed to fix the dis- 
tance-pieces, and to unite the angle-irons, are 4 in. diameter, and the ends of the standards are 
secured to the top and bottom rails by 1 in. rivets. Four } in. wrought-iron plates, of the form 
shown in Fig. 16, and two smaller ones 2? in. square, are introduced at the top of each standard B, 
to fill up the 2 in. space between the angle-irons of the top rail c, as shown in Fig, 13. Four 7 in. 
plates, of the form shown in Fig. 17, are employed at the bottom of the standard s, with two 
smaller ones, as also shown in Fig. 18. Similar plates are used with the standard c, but only two 
of each are employed, and the small plates are 4 in. thick instead of 4 in., as shown in Fig. 14. 


Fig. 18 is a front elevation, and Fig. 19 a side view, of the standard p, which is of cast iron, 
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and over which is placed one of the main arched ribs of the Transept roof. Tig. 20 is a horizontal 
section at the line cc in Figs. 18 and 19. The width in the centre is 6 in. each way, and the 
substance of metal is from 2 in. to Zin. The base, which rests upon the bars of the bottom rail, is 
1 ft. 6 in. long by 4 in. wide, and the top is 1 ft. 6 in. by 3 in, Triangular projections 2 in. thick 
enter the top and bottom rails, where they are secured by 1 in. rivets. In the centre of the 
standard is a socket 2 in. wide, through which pass the two light diagonals, 44 in. by fin. In 
one side of the strut are two a in. holes for receiving the bolts, by which the 24-ft. wrought-iron 
trusses are fixed, as will be presently described. 

The main strength of the truss consists in the top and bottom rails c and u, the diagonals 
13 and x, the first wrought-iron standard B, and the cast-iron standards p. These parts alone are 
sufficient to support the main arched ribs and the 24 ft. wrought-iron trusses which rest upon the 
standards p. ‘The other diagonals and standards serve to support the light intermediate arched 
ribs, and to preserve the symmetry of the appearance of the truss. 

The truss is secured to the column t by six 14 in. bolts and nuts, but the column is relieved of 
the whole, or great part, of the weight of the truss by means of the plates m, which transfer the 
weight to the additional column n. Fig. 21 is a front view, and Fig. 22 a side view, of the plates m, 
with portions of the truss and columns tN. Fig. 23 is a horizontal section on the line dd in 
Fig. 21, and Vig. 24 is a section on the line ee in Fig. 21. The plates m m are of such a form as 
to fit the sides of the end standard a, and take a bearing under the socket in the centre. They 
are fixed to the truss by the 1 in. bolt, which connects the bottom rail to the standard a, and by 
two other 1 in. bolts. The plates are 1 in. thick, 1 ft. 5 in. wide at bottom, and 5 in. wide at top ; 
they are 1 ft. high on the side next the truss, and 2 ft. 73 in. high on the side next the column. 
The bottom of each plate spreads out into two feet, each of which is 33 in. by 23 in. These feet 
rest on the top of the column y, with the intervention of two pairs of wrought-iron keys, by 
driving which the weight of the truss is taken off the column 1, and transferred to the column N. 
The two columns are tied together by means of wrought-iron straps 77, 2 in. by 4 in., and plates kk, 
2 in. by 4 im., which are tightened up by gibs and keys. A wood block is introduced between the 


two columns, to preserve the proper distance between them.. In Fic. 1 is shown the mode of con 
g s . 


necting these columns at the lower junctions, on a level with the girders 


Fig. 25 is a plan of the 


and Fig. 27 is a plan of 
the octagon bases. The plate g, which is 4 in. thick, is secured by the bolts and nuts which unite 


the columns to their connecting-pieces. The spaces between the octagon bands and bases are filled 
by blocks of wood, of the forms shown in the Figures. 


connecting plate g. Fig. 26 is a plan of the ornamental octagon bands 
4 
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As we have already mentioned, the strong 72 ft. trusses, above described, are placed under the 
arched ribs of the roof of the Transept, where it crosses the Nave. Other trusses of similar 
length and depth, but of lighter scantlings, are placed under the opposite edges of the lead flats. 
The elevation of these trusses is the same as that of the stronger ones, and is shown in Fig. 1, 
Plate XX. 


The top rail c is similar to that of the strong truss, but the angle-irons are only ’ in. thick 


Jimmie? 9) Si] , A ae 


instead of 2 in., and the top plate is 4 in. thick instead of 3in. The two bars of the bottom rail 


1 


Beaters 


H are each - in. thick in the middle of the truss, and 5 in. thick at the ends, being only one-half 
the strength of those of the strong truss; % in. rivets are used at the joints. The diagonal 1 is of 


: ‘ 2 pay ; ; Ros - = : ‘ ; 
four angle-irons } in. thick. The diagonal s is of two bars, each = in. thick. The diagonal x is of 


~A 


two bars, each * in. thick. The small plates, or washers, used to fill up the space of 2 in. between 
the bars of the top and bottom rails, consequently vary in thickness, to make up for the reduced 
thickness of these diagonals. The other diagonals are 44 in. by 4 in., as in the strong truss, and in 
other respects the dimensions are the same. The additional columns n, and plates m, are not em- 
ployed for these trusses. 


Fig. 28 is an elevation of one of the 24 ft. wrought-iron trusses, which are supported by the 
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deep 72 ft. trusses. These trusses are 3 ft. deep. 

The top rail p consists of two angle-irons 4 in. deep, 2 in. wide, and i in. thick, placed 1 in. 
apart. The bottom rail q is in three lengths. The central part consists of two flat bars 44 in. 
deep, and 2 in. thick, placed 1} in. apart. The ends consist of two flat bars 44 in. by }in. The 
diagonals Rr are of single bars 4 in. by a in., and are secured by a 1} in. rivet at each end. The 
other diagonals are of wood, 4 in. by } in., and are secured by 3 in. rivets. The standards s are of 
cast-iron, and similar in dimensions and form to those used in the 48 ft. trusses, shown in Plate XI. 
They are secured at each end by % in. rivets. Fig. 29 is a plan of the junction of the bars of the 
bottom rail with the diagonals and cast-iron strut. The wrought-iron diagonal r enters between the 
two 1 in. bars of the bottom rail, which again enter between the two 3 in. bars, forming the cen- 
tral part of the bottom rail, and the 14 in. rivet unites them all. Two washers } in. thick are in- 
troduced with the strut s between the 2 in. bars of the bottom rail, to fill up the space of 14 igi. 
washer, or distance-piece, 2 in. thick, is introduced with the wooden diagonal, and secured by the 
Zin. rivet. The bottom rail is fixed at each end to the cast-iron standards (p) of the deep 72 ft. 
trusses, by two 4 in. bolts and nuts. The mode of fixing the top rail to the deep 72 ft. trusses is 
shewn in plan in Fig. 30, and in elevation in Fig. 31. A 4 in. plate, 5 in. by 10 in., is placed on 
the upper surface of the top rails of both trusses, and two pieces of angle-iron /, of similar strength 
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to those of the top rail (p) of the 24 ft. truss, are placed under it, with the intervention of packing- 
pieces 4 in. thick. Four 3 in. bolts and nuts connect these pieces to the rail p, and two ¢ in. bolts 
and nuts connect them to the rail c. Two in. bolt-holes are made in the top rail Pp, over each 
strut s, as shown in Fig. 30, for the reception of the 4 in. bolts which connect this top rail with the 
timbers of the lead flat. 


LEAD FLATS. 


The lead flats rest upon the 24 ft. wrought-iron trusses, and upon 24 ft. cast-iron girders, and 
are shown in Plate XVIIL., Figs. 1, 2, 5, 15, 16, and 17; and the details of the same are shown 
in Plate XIX. Fig. 2, Plate XIX., is a plan showing the timbers, girders, and diagonal ties, of one 
half of one of the lead flats. The girders nN, and trusses 0, are 24 ft. apart, and support two 
ranges of trussed joists P P’, which carry the binders q @, 63 in. square. RR are the common joists 
6 in. by 2 in., supported by the binders Q, and the girders and trusses No. ‘The joist x’ is 7 in. by 
21 in. mm are two timbers 7 in. square, which run along the edges of the lead flat, and which 
are also shown in Plate XVIIL., Figs. 5 and 15. 1 is a timber 9 in. wide and 6 in. deep, running 
along the top of the girders and trusses at the side of the Transept, and vu is the front of the cutter 
93 in. deep by 4 in. wide. 

The trussed joists p are formed of two pieces 8 in. by 24 in., and the joists P’ are of two pieces 
7 in. by 24 in., trussed by a 13 in. wrought-iron rod. Fig. 3 isa plan, and Fig. 4a section, of one of 
the joists r’. ww are the timbers of the joist 7 in. deep and 24 in. wide, and v is the 12 in. tie-rod 
passing through a cast-iron shoe w at each end, where it is fixed by a nut. Fig. 5. is a section of 


the shoe w on the line mm in Fig. 3. It is 4 in. thick, and of the form shown in the drawing, and 
3? 


is fixed to the timber v, by two 4 in. screws. The shoes, which rest on the intermediate cast-iron 


girders and wrought-iron trusses, are shown in section in Plate X VIIL., Fig. 17. 
The tie-rod v passes under two cast-iron struts under the binders Q, one of which is shown in 
Fig. 4, Plate XIX. The block of wood p, 1 ft. by 7 in., and 44 in. thick, is placed between the 


strut x and the binder a, into which it is notched 1 in. rr are two blocks of wood 7 in. wide 
. ’ 


74 in. high, and 2% in. thick, placed between the block p and the underside of the trussed joists. 0 
is another block of wood 8 in. by 63 in. and 2% in. thick, placed between the binder q and the 


trussed joists wu. The strut @ is fixed by a % in. bolt passing through a bent wrought-iron plate 
2 in. by 4 in., nailed on the top of the joists. 3 


The binder @ is fixed to the hollow wood columns, on the outside of the building, by two 4 in 
> 2 e 
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strap-bolts, which are fixed to the binder by a 4 in. bolt. A block of wood s, 64 in. thick, is fitted 
to the inside of the column under the binder, and a 4 in. bolt passes through both, and through 
the gutter-front u, which rests on the top of the column. The gutter-front u is connected at the 
corner of the building to the timber v, 64 in. wide by 84 in. deep, by means of a wrought-iron 
knee 12 in. by £ in., fixed by three } in. bolts and a 4 in. wood screw. A circular block of wood #, 
21 in. thick, is fitted to the interior of the cast-iron column, and screwed to the bottom of the gutter- 
front vu. 

Fig. 6 is an elevation of the gutter-front vu, with part of the ornamental casting below it, and. 
the tops of the corner cast-iron column, and one of the hollow wooden columns marked g, in 
Fig. 2. 

Fig. 7 is an elevation of parts of the end of the lead flat, and its junction with the Transept. 

Fig. 8 is a plan of the part marked mn in Fig. 2, showing the junction of the lead flat with 
the front of the Transept. The timber v is supported under the trussed joists by solid wooden 
columns w, at the front of the Transept. The timber v is united to the timber x, 8 in. wide and 
8 in. deep, by a } in. cast-iron plate 2, and two { in. bolts and nuts. Another similar bolt fixes 
the plate to the cast-iron column y. This plate x is more particularly shown in Plate XXIII, 
Figs. 2, 5, 6, and 7. The timber 7 buts up against the plate 2 The timbers m and m’ are 
bolted to the timber v by § in. bolts. The common joists r r, Fig. 2, are supported by pieces of 
wood, which are laid on the binders QQ, and which are 32 in. thicker at the ends next the ‘Tran- 
sept than at the ends next the gutter, as shown in Figs. 1, 2, 5, 15 and 16, Plate XVIII. The 
last Fig. shows the method of jointing the joists, which is effected by means of a piece of hoop-iron 
1 in. thick, turned down at the ends, and fixed by four nails. The boarding, which is 14 in. thick, 
is laid upon the trussed joists and common joists, and covered with sheet-lead in the usual manner 
of laying a lead flat, and the slope of 3% in. causes all the water which falls on the lead flat and on 
the arched roof of the Transept to flow into the gutter at the outer edge of the lead flat. The 
gutter is 1 ft. 8} in. wide, and has a gentle slope towards the columns e¢ e and ¢, Fig. 2, Plate XIX., 
which serve as rain-water outlets. 

Fig. 9 is a plan of the mode of fixing the gutter-front to the columns ee. The two portions 
of the gutter-front are united by a cast-iron plate let into them, and fixed by two 4 in. bolts with 
countersunk heads. ‘This plate is furnished with a projecting piece at bottom, which enters the 
column, to which it is secured by two 3 in. bolts. 

Fig. 10 is a plan, and Fig. 11 a section, of the mode of fixing the gutter-front to the iron 
columns fff in Fig. 2, where there are no rain-water outlets. A wooden block is turned to fit the 
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inside of the column, and the two lengths of the gutter-front are notched on to it, and secured by 
two 4 in. bolts in each. 

The whole of the lead flat is stiffened by diagonal bracing, as shown in Fig. 2, the bars ¢¢ 
being 4 in. by 4 in., and the bars dd 4 in. by { in. The mode of fixing the braces. is shown in 
Fig. 1. A wrought-iron plate 4 in. by 4 in. and 1 ft. 73 in. long, with its ends turned up, 
is let into the bottom of each of the timbers mm’, and secured with two % in. bolts and nuts. 
The diagonal ¢ is fixed at each end by a 1} in. bolt passing through the timbers and the 4 in. 


plate. 


OUTER WALLS, OR SIDES OF BUILDING. 


Plate XXI. Fig. 1 is an exterior elevation of three compartments of the outer wall or side of 
the building on the ground floor, showing one of the exit doors, with a glass window or sash at the 
side, and also a compartment of the wooden boarding, with the iron louvres at top and bottom. 
Fig. 2 is a section through the glass window at the line ad in Fig. 1, and Fig. 3 is a section 
through the boarding at the line cd in Fig. 1. Fig. 4 is an interior elevation of the boarding and 
glass window. ‘The boarding is carried along the sides of the lower tier of the building, except at 
the entrances, on each side of which glass windows are introduced. 4 is one of the cast-iron columns 
which support the building, and which is shown separately in Plate VIIL, Fig. 1. It rests upon a 
mass of concrete 2 ft. 6 in. long by 1 ft. 3 in. wide and 1 ft. thick. These iron columns are 24 ft. 
apart, and the intermediate space is divided into three 8 ft. compartments by two wooden columns B B, 
which are built up of three pieces of wood, as shown in Plate XXIL, Fig. 14, the external side being 
of the same form as that of the cast-iron columns. These columns are supported on masses of con- 
crete 1 ft. 6 in. by 1 ft. and 1 ft. thick, and are packed up by folding wedges 1 ft. 6 in. long, 7 in. wide, 
2 in. thick at one end, and 1 4 in. thick at the other end. The boarding which extends along each 


side of the lower tier of the building is 14 in, thick, and is placed vertically, and each compartment 


is supported by three horizontal battens or ledges 7 in. by 1} in. The boarding is fixed by 
in one compartment, being united to those in the next by small cast-iron plates cc, 


employed to fix the window-frames in a similar manner. 


the ledges 
which are also 


These plates are shown in Figs. 23 and 


24, Plate XXII., Fig. 23 being an elevation, and Fig. 24 a plan. They are 9 in. long, 23 in. wide 


in the centre, and 2} in. wide at the ends, and are fixed to each ledge by two 2 
6 


A 4 in. screw is passed through a hole in the centre of the plate, 


in. wood screws. 


and screwed into the cast-iron 
column a. A board 2 in. thick and 7 in. wide is placed between the column and the plate, 
fillet 4 in. thick and ia 


and a 
in. wide is introduced between this board and the external boarding, to 
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complete the junction. The boarding rests upon a sill g, 9 in. wide and 4 in. thick, the top of 


\: 


which is 4 ft. 9 in. above the ground floor. The space between this sill and the floor is occupied 
by eight louvres p, of galvanized sheet-iron. On the top of the boarding is a wall-plate 10 in. wide 
and 23 in. thick, above which are five louvres r. 


In front of the boarding is an ornamental arch-plate r, of cast-iron, and of the section shown 


¥ , = = T = iv. | 


in Fig. 6, Plate XXII., its general thickness being <5 in., and in front of the louvres is another 


ornamental casting c. 


=e" 
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Fig. 5, Plate XXL, is a vertical section, and Fig. 6 is an interior elevation, of one bay of the 
front of the second tier of the building above the gallery floor. No boarding is used in the second 
and third tiers, the whole being glazed. Above the windows are five louvres, similar to those at the 


top of the front of the lower tier of the building. 


V5 


Plate XXII., Fig. 1, is a section on an enlarged scale of portions of the front of the building, 


with a side elevation of a portion of one of the iron columns a, and also one of the standards used 


ms 


A fii | Ne \ Se) 


for carrying the flagstaffs. Fig. 2 is an elevation of a portion of the front of the building, showing 
one of the wooden columns z. Fig. 3 is a side elevation of the top of the standard. Fig. 4 is 
a plan of the same. Fig. 5 is a front elevation of one of the staples for holding the flagstaff. 


Fig. 6 is a section of the circular rib of the arch-plate. Fig.'7 is a sectional plan of one of the 


\ 


wooden columns at aa in Fig. 2, looking upwards. 

A is the iron column. r the arch-plate, which is cast with small lugs, by means of which it is 
secured to the columns by 2 in. screws, as shown in Fig.'7. Above the arch-plate is the casting ¢, 
also shown in Plate XXI., Fig. 1. It is cast hollow, of a general thickness of a in., and is secured 
by lugs and % in. screws to the arch-plate and to the columns. u is a wall-plate, 10 in. wide 
by 22 in. thick, on which is fixed a strip of wood 2} in. wide by $ in. thick, against which the 
lower louvre-board shuts. 1 is a portion of the case for the louvres, which consists of two jambs 
and a head, all 54 in. wide and Z in. thick. 3 is a lining 3 in. thick, which conceals the case of 
the louvres. 

k is a portion of one of the transverse cast-iron girders, on which is fixed the main gutter L. 
m is a Zin. board forming the external face, and n is a § in. board forming the internal face. 
Above these is fixed the plank o 113 in. wide and 2} in. thick, to the external edge of which is 
fixed a rounded piece of wood to support an ornamental cornice Pp, of sheet-zinc. @ is a cast-iron 
cap a in. thick, which conceals the top of the column 4, and is provided with a recess at the top to 
receive the foot of the flagstaff. r is a board 10} in. wide and 14 in. thick, to which the cornice is 


fastened, and which also carries the finials s. These finials are of cast iron § in. thick, with a flange 


34 OUTER WALLS. 


& in, wide round the edge. T is a board 54 in. wide and 14 in. thick, placed at a distance of 32 in. 
from the board r, and serving to carry the sash-bars u of the glass roof. The top of the board r 
is curved down 24 in. at each end towards the main gutters L; and the board v, which forms the 


bottom of the external gutter, also slopes down in the same direction. The water from this external 


gutter is delivered into the main gutter L, through a hole in the plank 0, as shown in Plate XIII, 
Fig. 5. w is a strip of wood nailed to the board 1, and forming a channel for the moisture con- 
densed on the under surface of the glass. This channel follows the inclination of the top of the 
board tr. The position of the lowest sash-bar, and the corresponding position of the bottom of the 
gutter v, are shown by the dotted lines in Fig. 1. x is the standard for supporting the flagstaff. 
Its height is 4 ft. 14 in., and the top is shown in Fig. 3, and in sectional plan in Fig. 4. It is made 
hollow, of $ in. boards. An iron staple, 3 in. wide and a in. thick, is fixed at a height of 1 ft. from 
the bottom by means of two 4 in. bolts and nuts, and a similar staple is fixed 2 ft. 4 in. above the first. 
These staples are adapted for receiving a flagstaff 24 in. in diameter. 

In the lower part of Fig. 1 a portion of the window-frame is shown at y. It is secured by the 
fillet y, and the small plates shown at cc in Plate XXI., Fig. 4. z is the glass. 

z is a cast-iron octagon band, which is fixed to the column by a screw, and employed for both 
iron and wood columns. Fig. 7 is a sectional plan of one of the wood columns at aa in Fig. 2, 
looking upwards, and shows the form of the band z, which projects 2 in. from the faee and 14 in. 
from each side of the column. 

Fig. 8 is an elevation, showing the termination of the cornice at the external angles, together 
with the terminal cap to the column there. Fig. 9 is a sectional plan at 4d in Fig. 8. Fig. 10 is a 
vertical section through the cornice at the external angle, showing the mode of passing the water 
round the corner. Fig. 11 is a plan of the same at cc in. Fig. 10. 

A is the iron column, q the cast-iron cap forming two sides of a square at the upper part, and 
brought into an octagonal form at the lower part. ’ is the angle of the cornice, which is also of 
cast iron, 4 in. thick. It is united to the cap by small countersunk bolts and nuts. 

k is a shallow cast-iron trough 44 in. wide and 13 in. deep inside, which conveys the water 
from the external side gutter v to the gutter along the end of the building /. 

Fig. 12 is a sectional plan of the column at the external angle, showing the octagon band. 
A is the cast-iron column. The band z forms five sides of the octagon, 


pieces, which are united by two small counte 


and is made in two 


rsunk screws entering a strip of wrought-iron within 


the band, which is secured to the column by two 3 in. countersunk screws. 


Fig. 13 is a sectional plan of the column at one of the internal angles of the building 
pe 
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The band z forms one side of an octagon, and is fixed to the column by a 3 in. countersunk 


screw. 

Fig. 14 is a plan, and Fig. 15 an elevation, of a portion of one of the wood columns Bs, with the 
octagon band 2’ at the level of the sill of the ground-floor windows. These bands correspond with 
the sockets of the cast-iron columns already described, and shown in Figs. 1 and 2, Plate VIII. 

Some of the wooden columns at the ends of the lead flat are solid, as shown in Plate XIX. ; 
others are built up of three pieces, as shown in Fig. 14 and Fig. 7, while others are built up of five 
pieces, as shown by the dotted lines in Fig. 14. The hollow columns are blocked across where 
necessary, for fixing the sashes, boarding, &c. 

Fig. 16 is a vertical section, showing the mode of fixing the wall-plate o to the hollow wood 
column 8. m is a blocking-piece let into the sides of the column, A 4 in. bolt passes through this 
block, and through the wall-plate o. 

Fig. 17 is a plan of the door-frame and part of one of the exit doors, which is shown in eleva- 
tion in Plate XXL. Fig. 1. Fig. 18 isa vertical section of part of the door, and the head of the 
door-frame and part of the sash over the door. 

The wood columns on each side of the door are solid, as shown in Fig. 17, and are fixed in 
contact with the door-posts 7, which are 1 ft. by 6 in. The head of the door-frame o is 6 in. square, 
and a piece $4 in. by 12 in. is removed from the lower internal angle to receive the door, which is 
21 in. thick. Above the head 0 is the piece of wood p, 4.3 in. by 64 in., which forms the sill for 
the sash over the door. The door is panelled, as shown in Plate XXI., Fig. 1. 

Fig. 19 is a vertical section of the sash-sill and lower part of sash to the ground-floor windows. 
Fig. 30 is a plan of the sill, and Fig. 29 an interior elevation of the same, showing the mode of 
uniting the different lengths of the sill at the columns. 

The sill g is 9 in. wide and 4 in. thick, and is bevilled to throw off the rain-water. It is in 
24 ft. lengths, which meet at the iron columns. g is a small cast-iron plate, with a central socket 


The ends of the plate are furnished with pro- 


and two projecting feathers, which enter the sills. 
A & in. 


‘ections 2 in. by 4 in. and 2 in. wide, which are let into the sills, and tie them together. 
J 8 2 


bolt passes through the plate and socket, and is screwed into the cast-iron column. Four small 


wood screws secure the plate g to the sills. 


The bottom rail of the sash r is 22 in. thick and 3$ in. deep on the front edge, and 3 in. deep 


on the back edge. A groove * in. deep is formed in the top edge, to receive the moisture con- 


Diagonal holes } in. diameter are bored through the rail in 


densed on the interior of the glass. 4 


the centre of each square of glass, to allow this water to flow out. 
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Fig. 20 is a section, in detached pieces, of the sashes of the upper windows, showing the mode 
of fixing them. Fig. 21 is a section of one of the sash-bars. Fig. 22 is a half plan of the 
strengthening rib in the centre of the sash. Fig. 23 is an elevation, and Fig. 24 a plan, of the 
joint-plates at dd in Fig. 20. Fig. 25 is an elevation, and Fig. 26 a plan, of the plate at e in 
Fig. 20. Fig. 27 is an elevation, and Fig. 28 a plan, of the joint-plate f of the sill s in Fig. 20, 

The sill s is 5 in. by 3 in., and is united in a similar manner to the lower sill g, and secured 
to the column by a $ in. bolt. 

The sash-bars are 23 in. by 2 in., and of the form shown in Fig. 21. The glass is introduced 
by springing them apart a little. ‘The whole is bound together by three 3 in. bolts, as shown in 
Figs. 20 and 26. 

In the centre of the sash at e is a wooden rib 12 in. thick, and 14 in. wide at the ends, and 


3 in. wide in the centre. A 4 in. tie-rod is laid in a groove at the back of this rib, and secured by 


a nut at each end to plates of the form shown in Figs. 25 and 26. These nuts are screwed up 
tight, and a strong support is thus given to the centre of the sash, which is sprung out ? in. in the 
middle. The plate is fixed to the sashes by four wood screws, and to the column by a 3 in. screw 
in the centre. 

Plate XXIII., Fig. 1, is a section through the panels and cornice under the window sills, at and 
above the Gallery floor at the east and west ends of the building, and also at the north and south 
ends of the Transept, showing a portion of one of the wood columns B, and a section of the breast- 
summer ¢. Fig. 2 is a similar section, showing one of the iron columns A, and Fig. 3 is an external 
elevation of the same, showing part of the panels and cornice. Fig. 4 is a sectional plan at 77 in 
Fig. 3. 

The panels are formed of vertical laths covered with cement. The back of the panel is con- 
cealed by 3 in. beaded boarding placed vertically, and flush with the interior face of the column, 
against which is fixed a board 7 in. wide and in. thick, overlapping the 3 in. boarding. Above 
the panel is a sill 6? in. wide, and 3 in. thick, which is jointed and fixed to the iron columns in a 
similar manner to the sill s in Fig. 20., Plate XXII. 


The joint-plate of the sill is shown in Fig. 2, Plate XXIII. and also the joint-plate of the 


2 B oa = ; : Fig. 5 : an inter ro Fig. 6 is a plan, and Fig. '7 a section, of the 
= Hl joint-plate at”. It is 1 ft. 10 in. long, 53 in. wide, and 4 in. thick, with a flange at top and bottom, 
D> and two L-shaped projections, which enter the breastsummers, The plate is fixed to the cast-iron 


| column by a 2 in. bolt, with a countersunk head, and each breastsummer is also secured to the plate 


by a 2 in. bolt. 
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ENDS OF TRANSEPT. 


Plate XXIV., Fig. 1, is an external elevation of part of the north end of the Transept. 
Plate XXV., Fig. 2, is an internal elevation of the same. Fig. 3 is an external elevation of a 
portion of the arched roof of the Transept, with the louvres and wheel for working them. Fig. 
4: is a section of the same, on the line ww in Fig. 2; and Fig. 5 is a plan of the same, on the 
line x x in Fig. 2. 

Plate XXVI. contains the detail of the end of the Transept, showing sections, on a larger 
scale, at the various parts indicated by the small letters in Plates XXIV. and XXV._ In these 
three Plates the figures are numbered consecutively, and similar parts are indicated by similar 
letters. The following description applies to all three Plates. 

Fig. 6, Plate XXVI., is a horizontal section on the line aa in Figs. 1 and 2. 4 is the cast- 
iron column. B is a wooden column of semi-elliptical section, which joins a cast-iron moulding c, of 
similar section, which follows the curve of the roof as shown in Fig. 1. ¥ is a portion of the frame 
of one of the windows, and y' is a portion of the frame of a narrower window, in front of which is 
the ornamental frame y?. The column B is secured at intervals by 2 in. countersunk bolts, passing 
through cast-iron plates s, which are similar to those shown at c in Figs. 23 and 24, Plate Wok Biles 
except that they are lengthened out on one side to receive the £in. bolts. The space between 
the iron column a and the window y' is filled up by blockings concealed behind Zin. beaded 
boarding pb. 

Fig. '7 is a section on the line 56 in Figs. 1 and 2, showing the panel x’, which is here 
substituted for the louvres. This panel is of lath and cement. a’ is the connecting piece of the 
cast-iron column, and x is one of the transverse cast-iron girders. B is the semi-elliptical wooden 
column. 

In Fig. 1 B' is a second semi-elliptical column, terminating in a cast-iron moulding c', and 
fixed in a similar manner to that already described and shown in Fig. 6. 

Fig. 8 is a section on the line cc in Figs. 1 and 2, showing the upper part of the panel fr’, 
and also the wooden panel r’, and the wooden moulding 3°, which joins the columns B and B’. 


u is a timber 12} in. wide and 61 in. thick, the bottom of which is 4 in. below the springing 


line of the arched roof, 1 is another timber, 8 in. by 84 in., passing over the panel z', and jointed 


to the timber 1’, Fig. 1, by the plates ¢ The plate ¢ is similar to that shown in Plate XXIII, 


Figs. 5, 6, and 7, but with an additional hole for receiving a bolt for securing the elliptical 


wooden column. 
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p is a cornice of sheet zinc, fixed at intervals by means of wooden blocks. p’ is a cast-iron cap 
which fits over the zinc cornice, and which is shown in plan in Fig. 9. 

Fig. 10 is a section on the line dd in Figs. 1 and 2. a‘ is the connecting piece of one of the 
cast-iron columns a’ in Fig. 1. x is one of the transverse cast-iron girders, and e is the orna- 
mental casting in front of the louvres = in Fig. 1. 1 is part of the louvre casing, and 3 is the 
lining which conceals it. These parts are similar to those shown in Plate XXIL., Figs. 1 and 10. 
t! is a timber 6} in. by 8} in., passing over the louvres and jointed by the plates ¢' in Fig. 2, and 
united to the timbers 1 by the plates ¢. £° is a wooden panel. The timber # diminishes gradually 
in thickness from the sides to the centre of the Transept end, being 64 in. thick at the sides, as 
shown in Fig. 8, and 5} in. at the centre, as shown in Fig. 10. 

Fig. 11 is a section through the line ¢ e in Figs. 1 and 2 of the outer ring of the semicircular 
head of the Transept end. c is a cast-iron semi-elliptical moulding, } in. thick. It is fixed by 
screws to blocks of wood attached at intervals on the face of the ring. m is one of the ornamental 
cast-iron finials, and wn is one of the bars of the glass roof of the Transept. 

o is a part of one of the segmental sashes in the semicircular head, and q@ is a splay which 
forms the external frame round the same. ‘This being circular, is:made up in three thicknesses. 
Rr is the lining which forms the external face of the ring. Rk’ is transverse boarding, which forms the 
inner face of the ring, as shown in Fig. 2. w is one of a series of diagonal braces, shown by dotted 
lines in Fig. 2, and serving to strengthen the ring. These braces are notched or mortised into the 
radial ribs s in Figs. 1 and 2, and secured in the manner shown by the dotted lines at ¢ in Fig. 2, 
and on a larger scale in Figs. 17 and 18. uv are two wrought-iron plates 84 in. long by 3 in. 
wide, and i in. thick. Half an inch at one end of each plate is turned down, and the plates are 
bent to fit the angles formed by the braces and the radial rib. The turned-down ends of the plates 
are let into the braces w, while the other ends are fixed by nails to the ribs. vv are two blocks of 
elm fitted to the plates uv, and the whole is traversed by a 4 in. bolt secured by a nut and washer. 

Fig. 12 is a section at gg in Fig. 1 of the inner ring of the semicircular head. c’ is the cast- 
iron semi-elliptical moulding fixed on the.external boarding pr’, R® 


is the internal boarding, fixed 


a -< fp Cpe ore : Saas he ig oes ; - 
im a transverse position, as shown in Fig. 2. 00! are the sashes, and qq the splays. w' is a 


Sf aera Bir - , ] ‘ re ; j 
diagonal brace, shown by the dotted lines in Fig. 2, and united to the radial ribs in the same 
manner as has been already described in reference to the braces w in the outer rine 
g. 
Tio, 13 is a r hava mhe @ » 1h M aa es e 
Fig section of one of the radial ribs s at the line ff in Figs. 1 and Q. Fig. 14 is a 


secti f the same a lj pS pees te : is : be 
section of the same at the line hh, Fig. 15 is a similar section at id, and Fig. 16 a similar 


section at kk. ‘The rib is 1 ft. deep, and tapers in width from 4% in. at ff to 2Lin. atkk. The 
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sash-stiles o and the splays @ are also tapered towards the centre of the semicircular head. 


—_ 


Fig. 15 also shows the mode of uniting the portions of the semicircular rib Tt to the radial rib s. 


Fig. 19 is another view of this junction, which is marked r in Fig. 2; and Fig. 20 is a view of one 


Ter i ere 


of the wrought-iron plates employed in it. Half of each piece r is notched or morticed 2 in. into 


the rib s, as shown by the dotted lines, and the whole is secured by two 3 in. bolts traversing the 


four wrought-iron plates u' and the four elm blocks v’. 


am 


ey 


Fig. 21 is a section of one of the semicircular ribs 1 or T’ at the line // in Figs. 1 and 2. 


Z 
a 


The sashes or compartments o” and o* have semicircular heads q and q*, as shown in Figs. 1 


= 


OR ee 


® in. thick, and of the sectional form shown 


and 2. These semicircular heads.are of cast iron i; 


eis 
in Fig. 21. 

The centre of the head of the Transept end is occupied by a series of cast-iron frames x, 
Figs. 1 and 2, bolted together and attached to the alternate radial ribs by three 4 in. bolts passing 


through each. The other alternate radial ribs are each secured to the frames x by a single 4 in. 
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bolt. The ribs are still further strengthened and secured by braces or struts z 2’ placed between 


them. 


Fig. 22 is a section of one of the cast-iron frames x and the strut z at the line mm in Figs. 


land 2. Fig. 23 is a section of the cast-iron frame x and radial rib s at the line 7 in Figs. 1 
and 2. Fig. 24 is a similar section at the line 00, and Fig. 25 is a section of the frame x and 


strut z' at the line p p in Figs. 1 and 2. 0, o*, and o° are the sashes. 


Fig. 26 is an ele ration of the pedestal of one of the detached columns at the entrance at the 


south end of the Transept. Tig. 27 is a sectional plan of the same at the line zz in Fig. 26. 


a® is the cast-iron column. a° is the pedestal of cast iron } in. thick, made in two pieces, and 
united by countersunk screws. 

Figs. 28 and 29 are parts of a side elevation of the pedestal of one of the semi-elliptical 
wooden columns B in Fig. 1, and Fig. 30 is a sectional plan of the same. A is the cast-iron 


column, and ° its pedestal. 3 is the semi-elliptical wooden column, and B’ its pedestal. These 


pedestals are shown in the South Elevation, Plate IV. 


LOUVRES. 


Plate XX VII. shows the detail of the apparatus for opening and closing the louvres. 


Fig. 1 is a vertical section through the louvres, at the upper part of each tier of the building. 


Fig. 2 is an internal elevation of the same; ££ are the louvres of galvanized sheet iron; F 1s 
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one of the ornamental arch plates, and c is the ornamental casting above it; 1 is part of the case 
of the louvres, and s is the lining which conceals it; K is a sill or wall plate, 10 in. by 22 in., 
which carries the case of the louvres. A }in. pin of the form shown in Figs. 4 and 5, is riveted 
to the end of each louvre, as shown at } in Fig. 1. These pins enter holes in the sides of the 
case 1, and support the louvres which turn upon them. To each louvre £ is riveted a piece of 
hoop iron, L, 1 in. wide, and bent so as to form an eye, through which is passed a cin. wooden pin, 
by which the louvre is moved. These pins enter two wooden bars, mM, which unite them all 
together, so that all the louvres may be moved simultaneously. 

a is a small plate or block, connected by a 3 in. pin to the bars MM. N is a connecting rod, 
% in. diameter, on which the block a is fixed by two nuts. The lower end of this connecting rod 
is forked and attached by a pin to the worm-wheel 0, which is driven by an endless screw p. Q is 
a pulley, keyed on the end of the screw p, and carrying an endless cord or rope r. By pulling 
i this rope, the screw P is caused to revolve and turn the worm-wheel o in either direction, and thus 


open or close the louvres. ‘The wheel o is cast with a long hollow socket, which turns in the 


i 


\ bearing s, which is made in two pieces, and also serves to support the screw P. 
a fi Fig. 6 is a side view of the bearing s; Fig. 7 is a front view; and Fig. 8 is a plan of the 


same; Fig. 9 is a sectional plan of the same, on the line dd in Fig. 1. The two halves of the 


fon 


Nee bearing s are slipped on to the socket o' of the wheel o, and the screw p is introduced into its 


aif 


t place, and the two halves are then bolted together, and fixed to the wall-plate k by four screws. 
|| A wooden cleat, shown at c, in Figs. 1 and 9, is fixed to the wall-plate K, to support the front of 
iF the bearing s. 
T T are two lines of 1 in. shafting, which are fixed in the socket o' by means of set-screws, and 
v7 25 4 > 
serve to communicate motion to the louvres on each side of those shown in the drawine A length 
are a 5 
10 is a side 
view, and Tig. 11 is a front view of one of the intermediate bearings s' of the shafting 1, together 
t=) > 5 


of 108 ft. on each side of the wheel o is thus set in motion simultaneously. Fig 
g. 


with the crank vu, which gives motion to the bars m of the intermediate louvres. Fig. 13 is a 
separate view of the crank u; and Fig. 14 is a vie P the eae mp : . 
pare a ; and Fig. 14 is a view of the connecting rod n', The bearing s' is 

fixed to the sill k by four screw Tio. 12 is . Rew ot < . ; g 
y ews. Fig. 12 is a front view of a double bearing s’ at the junction of 


the separate lengths of shafting. A crank v is fixed on the end of each length of shafting by 
So a : 
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means of a set-screw. The two cranks are united by one crank pin, to which is att 


necting rod n’. This bearing is fixed to the sill x by six screws. 


ached the con- 


ea 


40 The above description applies to the upper louvres in each tier, and also to those under the 


springing of the ‘Transept roof, with this difference, that in the latter the shafting is fixed at the 
ing is fi 
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top instead of at the bottom of the louvres, and the bearings are fixed bottom upwards as shown in 
Ris DI. eae 1 : : : 

Figs. 2 and 4, Plate XXV. The wheel q is also placed on the outside, and protected by a case, as 
shown in Figs. 3, 4, and 5, in the same Plate. The cord is carried down through holes in the lead 


flat. 


The louvres under the semicircular head of the Transept end are moved like those of the 
upper tier of the building, of which they are a continuation, as shown in Plate XXV., Fig. 2. 

Figs. 18 and 19, Plate XXVII., are parts of a side elevation of the apparatus employed to 
give motion to the shafting of the lower louvres on the ground floor. ‘r is the shafting carrying the 
1 


worm-wheel 0, which is supported by the bearing s*. P is an endless screw, working into the 


wheel 0, and turning in a step in the bearing s*, which is made in two pieces and bolted together, 


as shown in Figs. 21 and 22 which represent a front view and a plan of the bearing. ‘The bearing 


wns 
is fixed by two long 2 in. screws. 
The screw p' carries a 3 in. mitre-wheel v, made of gun-metal, and driven by a similar wheel 
t=) > e 


v', on the spindle w, which is made square at the end to receive the socket of a moveable handle, 


by means of which it is turned round. The spindle w and screw spindle r', are supported by a 
cast-iron frame x, 2 in. wide, and 2 in. thick, which is bolted to the wooden column z by two 3 in. 
bolts. ‘The wheel o has no immediate connection with the louvres, which are worked by connecting 
rods and cranks fixed on the shafting T, as shown in Figs. 10, 11, and 12. The bearings for this 
shafting are shown in Figs. 15, 16, and 17. Figs. 15 and 16 show the side and front views of the 


single bearing; and Fig. 17 is a front view of the double bearing. 


SETTING OUT THE BUILDING AND FIXING THE COLUMNS. 


Haying now completed the description of the building itself, we may revert to some of the 


operations involved in its construction. In the first place, it was requisite to set out on the ground 


the position of the building, and to ascertain the levels of every part. ‘These operations were 
The centre line of each row of columns was set 


d 


performed with great accuracy by Mr. Brounger. 


out by means of a theodolite, and the distance from centre to centre of the columns was measure 


by means of rods of well-seasoned pine, on which were fixed two pieces of gun-metal, the distance 
between which was exactly 24 ft. A stake was driven into the ground to mark the position of each 


column, and a pin was driven into the top of the stake to mark the centre of the column. In 


proceeding to sink the pit to receive the concrete on which the column was to stand, it was meces- 
sarv to remove the stake. In order, however, to preserve the centre point, two stakes were driven 
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into the ground at a distance of 6 ft. from the column. One of these stakes was in a line with the 
row of columns, and the other in a line at right angles to it. A right-angled triangle, formed of 
three pieces of wood, was laid upon the three stakes, and a saw-kerf in the right angle was fitted 
to the pin in the stake which marked the centre of the column. Two other pins were driven into 
the two new stakes at the points marked by two saw-kerves in the two sides of the triangle. 
Another triangle was prepared, similar to the first, with the exception of the angle, which was cut 
to fit the sectional form of the column. The centre stake was then pulled out, and a pit sunk to 
the requisite depth to obtain a good foundation, and filled with concrete to the proper level. The 
lower portion of the column, with its base plate, was then bedded on the concrete, and its position 
accurately adjusted by means of the second triangle above-mentioned. Owing to the ground having 
a slight fall from west to east, the whole building was constructed on an inclination of 1 in. in 24 ft., 
and the columns deviate from the perpendicular in the same proportion. This inclination is so 
slight as to be imperceptible to the eye, although it amounts to about 6 ft. in the length of the 


building. 
PROVING GIRDERS AND TRUSSES. 


All the cast-iron girders were proved on the spot, by means of a hydraulic press constructed 
for the purpose. Any defective casting would thus have been at once detected. 


Two hydraulic cylinders, with their rams, were fixed, at a distance of 8 ft. apart, in a strong 


cast-iron beam of a length somewhat greater than that of the girder. At each end of the beam 


was fixed a vertical pillar or bracket, with a projecting snug at the top, and the girder to be proved 


was introduced between these pillars in an inverted position, and allowed to rest upon the two rams 


of the presses. ‘The pumps of the presses being then set in motion, the rams rose and applied the 


proof pressure to the girder. The pressure was ascertained by means of another ram which was 


loaded with a lever and weight. The pumps were kept in action until this ram rose and indicated 


that the required pressure was obtained. The amount of the proof for each of the different 


strengths of cast-iron girders has been already mentioned in describing them. The cirders were 
5 


proved as they were delivered at the building. Each girder was lifted from the cart in which it 


arrived by means of a cr Q ie imald . ; ; 
y crane, and placed upon a weighing machine. Its weight was noted, and it 


was then lifted again and placed in the proving machine, and after being proved was again lifted by 
f=) 


the crane and placed on one side, in a convenient position for removal. 


One of the 48 ft. wrought-iron trusses was proved with a load of ten tons, equally distributed 


over the upright standards, and one of the 72 ft. wrought-iron trusses was proved in a similar 
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manner with a load of sixteen tons. From the general uniformity of quality in wrought-iron bars, 
it was considered unnecessary to prove the whole of the wrought-iron trusses. The weights of the 
48 ft. and 72 ft. trusses are about 13 ewt. and 35 ewt. respectively. The deep 72 ft. trusses are, of 


| 
course, heavier. . 


HOISTING GIRDERS AND TRUSSES. 
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The girders and trusses were raised by horse power in the following manner :—A pair of 


— 


“shears,” formed of two scaffold poles supported by guy ropes, was erected, and a pair of blocks 


~ 


= 


suspended from it. The rope from the blocks passed through a snatch block, and was carried 


a \i iL 


along in a horizontal direction. One or more horses were harnessed to this rope, and by walking 


forward in a straight line, raised the girder. By this means a large amount of manual labour was 


saved. 
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HOISTING TRANSEPT RIBS. 


The semicircular ribs of the Transept roof were connected together in pairs and stiffened by 


spars attached to them. The pair of ribs was then raised by means of a tackle at each of the four 


corners. As the width of the ribs was rather greater than the clear space between the girders, it 


was necessary to raise one side of the pair of ribs higher than the other, so that the whole was 


lifted in an inclined position until it had passed the upper range of girders. It was then deposited 


upon planks resting upon rollers, and moved along to its required position, and lowered into its 


place on the top of the columns by means of screw-jacks. 


MANUFACTURE OF THE SASH-BARS. 


The sash-bars were cut out of planks by means of a machine containing a number of circular 


cutters, which formed the grooves and bevilled the edges at the same time. Several bars were cut 


simultaneously out of each plank, and they were separated as they passed through the machine by 


The ends of the sash-bars were afterwards notched and bevilled by 


a series of circular saws. 
The holes at each end for receiving the nails were pierced by means of revolving 


d to them by hand. The proper angle of 
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circular saws. 


augers, driven by a steam-engine, the bars being presente 
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the hole was secured by resting the other end of the bar in a notch in a fixed frame or gauge. 


and expeditious manner. A number of the bars 
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The sash-bars were painted in a very simple 


were immersed in a trough of paint, from which they were taken singly and passed through a 
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series of fixed brushes, by which the superfluous paint was brushed off, instead of brushing the 
paint on in the ordinary manner. 

This and most of the other machines employed in the construction of the building, were 
designed by Mr. Edward Alfred Cowper, at that time in the employment of Messrs. Fox, Hender- 


son, and Co. 


MISCELLANEOUS DETAILS. 


The mode of glazing the roof has already been described. ‘To facilitate the operation, a 
number of small carriages were constructed with wheels to run in the Paxton gutters. Each 
carriage carried two glaziers, who fixed the glass on each side of one of the ridges. The boxes of 
glass and the sash-bars and putty were hoisted up and placed on the carriage. As the workmen 
fixed the sheets of glass, they pushed back the carriage, and thus travelled from the Transept to 
each end of the building. A somewhat similar carriage was employed in glazing the arched roof 
of the Transept, being raised and lowered by means of suitable tackle. 

The roof was covered with canvas, to reduce the light and heat in the interior of the building. 
The canvas was nailed to the ridges and allowed to hang down between them. It was in two 
breadths, with the seam in the centre; the rain which fell upon it passed through the seam and 
dropped into the Paxton gutter. 

The flooring on the ground level was laid with 4 in. spaces between the boards, to allow of the 
dust falling through when the floor was swept. Machines were provided for sweeping the floor, 
but were found unnecessary, as the dresses of the female portion of the visitors performed this 
office in a very satisfactory manner. 

The cylindrical hand-rail of the gallery railing was cut out of a rough piece of mahogany by 


means of a series of cutters fixed to a chuck on a hollow mandril, which was caused to revolve 


with great rapidity while the piece of wood was pushed through it. 


PAXTON’S LATEST IMPROVEMENTS IN ROOFS. 
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appearance, while retaining the general principles of the roofing above described. In this new 


* Since the commencement of this work, the honour of kni 


ghthood has been conferred Mr. x . 
Charles Fox, and Mr. William Cubitt, as an acknowledgment of t i Gra ieirconce See 


heir services in the cause of the Great Exhibition. 
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form of roof the glass covering is made to follow the diagonals of the trusses, and thus the whole 
roof is contained within the depth of the truss. 

This will be readily understood by referring to Plate XI, Fig. 1, which is an elevation of the 
48 ft. truss. If we suppose the diagonals p F to be removed, together with the diagonals G, in the 
second 8 ft. compartment from each end, and that the remaining diagonals are made of iron of 
sufficient strength, and provided either with rebates or wooden sash-bars, for the reception of the 
glass, we shall obtain a very good idea of this construction. The lower rail is in the form of a 
gutter, and serves instead of the wooden main gutters above described, and the Paxton gutters rest 
upon it. 

In another form of this improved roofing, the covering is of sheet iron instead of glass, and it 
is carried in large undulations over and between the diagonal struts. The lower part of the 
undulation or * valley ” serves in lieu of the Paxton gutter, and conveys the water to the main 
gutter which forms the bottom rail of the truss. 

We cannot conclude our description of the Exhibition Building without calling attention to 
the fact that the tender of Messrs. Fox, Henderson, and Co. was only accepted on the 26th of 
July, 1850, and that the Exhibition was opened to the public on the 1st of May, 1851, as 
originally intended. ‘The formal contract was not executed until the 31st of October, 1850; but 
the contractors had begun to fix the columns on the 26th of September, and had alr sady incurred 


ry 


liabilities to the extent of £50,000. ‘The tender for the original design was £79,800 for the 
use of the building, or £150,000 for the complete purchase of it, but an additional piece of 936 ft. 
long and 48 ft. wide was added on the north side, and various other additions were made. ‘The 
cost of erecting the building in the short space of time allowed for it, also considerably exceeded 
expectation, so that the actual prime cost of the building amounted to about £200,000, or about 


£25 per 100 square feet of ground covered. 


G. Woodfall and Son, Printers, Angel Court, Skinner Street, London, 
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Rudimentarp Srtentific Works, 


MR. WEALE’S 


SERIES OF RUDIMENTARY WORKS 
FOR THE USE OF BEGINNERS. 


NEW LIST For 1852. 
Tue whole Series, comprising 105 volumes, will be succeeded by other interesting 
and useful works more especially intended for Public Instruction, written by 
learned and efficient masters in the several branches of Education. 


1. Rudimentary Chemistry, by Professor Fownes, F.R.S., &c. 3rd edition, 
and on Agricultural Chemistry, for the use of Farmers .. Is. 
—— Natural Philosophy, by Charles Tomlinson, 2nd edition . 1s, 
» ————— Geology, by Lieut.-Col. Portlock, F.R.S., F.G.S., &c. 2nd edit. 1s. 6d. 
Mineralogy, by D. Varley, vol. i. 2nd edition . < Aan 3 
Somt aa siete Gee Oak. is - 
Mechanics, by Charles Tomlinson, 2nd edition . . saa 
Electricity, by Sir William Snow Harris, F.R.S., &c. 2nd edit., 
with the important addition of the Cavendish Papers. 1s.6d. 
Magnetism: an Exposition of the General Principles of 
Magnetical Science, by Sir W. Snow Harris, yol.i. . Pree | 
————_—. vol. ii. ole 
vol. iii. -1s.6d. 
History, Progress, and Present State of the Electric Telegraph 
in its several applications, by Edward Highton, C. E. regi tS 


Res Pneumatics, by Charles Tomlinson, 2nd edition . P « le 
13. ——- Civil Engineering, by Henry Law, C.E., vol. i. 2nd edition _1s. 
14, vol. ii. E a he 


——_——. vol. iii. : say 
16. ———_—— Architecture (Orders), by W. H. Leeds, 2nd edition . . Ils, 
17. ———-—— Ditto, (Styles—their several examples,) by T. Bury, Architect 1s. 
18. ———-—— Principles of Design in Architecture, byE.L. Garbett, Arct.v.i. 1s. 

—————_ vol. ii. 1s. 
20. ———-—— Perspective, by G. Pyne, Artist, vol. i. 3rd edition a eS: 


SE re one 


21, vol. ii, ,, 5 , Pome? 1 
22. Art of Building, by E. Dobson, C.E., Assoc. Inst. C.E. a * ae 
23. ———_____—_—— Brick-making, Tile-making, by the same, vol. i. . Te 
24, ————— vol. ii. Pa | 
25, Masonry and Stone-cutting, by the same - Pere © 


26. —————— Illustrations of the preceding, in 16 4to atlas plates . pe 
27, —_—_—— Art of Painting, or a Grammar of Colouring, by George 

Field, Esq., vol. i. . a : S * ‘ >. ie 
28, ———_—_—_—__—____—_ voll. ii. : . . - E ; Spee ae 
—— Draining Districts and Lands, by G. D. Dempsey, CE. Is. j, 
Draining and Sewage of Towns and Buildings, by 
the same 5 ° . . : ‘ x F 
31. —-——_—__———- Well-sinking and Boring, by J. G. Swindell, Archi- 
tect, 2nd edition, revised by G. R. Burnell, C.E. . Chaat 


Septet cmmas 


4 RUDIMENTARY SCIENTIFIC WORKS ; 


32. Rudimentary Art of Use of Instruments (generally), by J. F. Heather, i) 5 
M.A., of the Royal Mil. Acad., Woolwich, 2nd edit, . Is. e j 
39). ee Constructing Cranes for the Erection of Buildings ‘ 
and for Hoisting Goods, by J. Glynn, F.R.S., C.E. . aes ar 
34, —_—_————. Treatise on the Steam Engine, by Dr. Lardner. (Written a 5 
specially for this Rudimentary Series.) . 5 ayetly, ff F 
35, ———-—— Art of Blasting Rocks and Quarrying, and on Sane by ie 
Lieut.-Gen. Sir John Burgoyne, K.C.B., R.E., &c. &. . Is. 2 fi 
‘ 36. ———_—— Dictionary of Terms used by Architects, Builders, Civil and ; 
Mechanical Engineers, sila Artists, Ship-builders, 
CECANOL ds . . . . eS ce Ne 4 f 
37. vol. ii. . ‘ g ; : +. 2 Sanne ik r 
38. vol. iii. . : : f ‘ ; 5 + eee E 
39, ———__—_—___——- vol.iv. . ls. "i f 
40. Art of Painting on Gnas)’ or Glass: Staining, by Dr. M. 4 “at 
Gessert, with an Appendix on the Art of Enamelling, &c. Is. i f 
41, ———-—— Essay on the Art of Painting on Glass, by E. O. Fromberg Is. : 
42, Treatise on Cottage Building; and some new Hints for Im- » f 
proving Dwellings, by C. B. Allen, Architect , a) ee : 
43, Tubular, Girder Bridges, and others, more par- : i R 
ticularly describing the Britannia and Conway Bridges, 7 
4 j with the Experiments made to determine their form, ; 
strength, and efficiency, by G. D. Dempsey, C.E. . . Is. me \¢ 
44, —__—_——————— Foundations and Concrete Works, by E. Dobson, 
Cine os : aS et F 
45. — Limes, Giionte: Moriart, cles Mastics, f 
Plastering, &c., by Geo. R. Burnell, C.E. 5 . e 
46, —__——_—_——_— the Art of Constructing and Repairing Common or ik 
Roads, by H. Law, C.E. 4 ‘ cs $ Wad 3 A i 
Sy pea ee the History, Construction, and iilamineeon F » 
of Lighthouses, by Alan Stevenson, LL.B., F.R.S.E,, a 
M. Inst. C.E. ves Pee aks fi , 
i Ditto, Continuation of the same subject, vol. ii. 1s. oe 7 
ig oo vol. iii. 1s, ner i 
50. ——_—_—___——_— the Law of Contracts for Works and Services, by — ; . 
David Gibbons, Esq... ; 1s. 3 ; 
51. Naval Architecture, the Hintinieny Principles of } 
the Science, by J. Peake, H. M. Naval Architect . pee! 
52, —__-———_——— the Practical Principles of Ditto, forming a 2nd y 
and a 3rd yolume, to complete the work, vol. i. A s_ la. ‘ 
53. ———_—__——_ VOlaik,°-" se. ee sae P 
54, —___———_-——- Masting, Mast-making, and Rigging of Ships . 1s. i " 
55, —__——_—_-——_——-_ Navigation: the Sailor’s Sea-Book; in two : th 
Parts: 1. How to keep the log and work it off. 1, On ' i. 


finding the latitude and longitude. By James Green- 
wood, Esq., B.A.— With Directions for Great Circle 4 
Sailing; an Essay on the Law of Storms and Variable ly 
Winds; and an Explanation of Terms used in Ship- ‘4 ‘ 
Building, with coloured illustrations of Flags, vol. i. - Is 


wy, | 
° a as — ° 
FOR THE USE OF BEGINNERS. 3 
F yaa oe 
56. Rudimentary Treatise on Navigation, &c., vol. ii. . 2 & . > de] 
57, —— the Principles of the Art of Warming and Ven- 


tilating Domestic and Public Buildings, Mines, Light- 
houses, Ships, &c., by Chas. Tomlinson, vol. i. ‘ . 
—__ vol. ii. ; . he 
Steam Boilers, their Construction and Practical 
Management, by Robert Armstrong, C.E. m . eee 
———_———_ ———— Land and Engineering Surveying, for the use 
of Schools and Private Students; for Practical Land 
Surveyors, and Engineers, by T. Baker, C.E., vol. i. + Ta 
vol. ii. aa 
+ —————— Introductory Sketches of Railway Details, by R. M. 
Stephenson, C.E. . * : : . ° . - Is. 
Treatise on the Construction of Agricultural Buildings ofevery 
description, by G. H. Andrews, Agricultural Engineet . Is, 
on Motive Powers, and the Machinery of the 
Steading, by G. H. Andrews, A.E. . : . . « Ta 
on Agricultural Field Engines, Machines, and Im- 


plements, by the same . 5 . . ° . - Ie 
66. ———_-____ on Clay Lands and Loamy Soils, and the Value of 

different Lands, by Prof. Donaldson, Government Land 

Drainage Surveyor G : . . . + Te 
67. - on Clock and Watch-making, and on Church Clocks, 

with illustrations, by E. B. Denison, M.A., vol.i. . . re | 
68, —— Pt, i, - Te! 


and Practical Treatise on Music, with plates of examples, 
by C.C. Spencer, Professor of Music, vol.i.  . F . Ts. 
. — yol.ii. . . ae 
Instruction for Playing the Piano-Forte, by the same . Pear vX 
Treatise (A Manual of the Mollusca) on Recent Fossil 
Shells, by 8S. P. Woodward, Assoc. of the Linnwan Soc. . Is. 
—_——_—_———— lllustrations to Do. Is. 
vol. ii. of the same . le. 
Iilustrations . - Ts! 
*,* Coloured after nature, price 10s. 6d. each series. ; 
76. —_—-——- Treatise on Descriptive Geometry, with the Theory of Sha- 
dows and of Perspective, from the French of G. Monge, by 


a 
an oa an 
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J. F. Heather, M.A. 5 f : F as € 
77. Descriptive Geometry: Illustrations to the same, 

in 14 plates, atlas 4to . 5 “3 3 2 a, 
78. Steam as applied to General Purposes and Loco- 

motive Engines, by J. Sewell, C.E. $ ek ee 
79. Locomotive Engines only, by the same, vol.ii. . 1s. 
79* : Supplementary volume to the above, illustrative 


of the Origin, Growth, and rapid Developments of the 


Locomotive Engine . 2 : f 7 ; P 

80, ——_—_—_—____—___—_ Marine Engines, particularly in reference to H.M. 
Steam Navy, by R. Murray, C.E. . y < vol.i. Is. 
Ditto, and on the Screw, &c., by the same, vol.ii. 1s, 
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4 RUDIMENTARY SCiZNTIFIC WORKS. 


82. Rudimentary Treatise on the Power of Water, 2s applied to drive Flour- 


Mills, and to give Motion to Turbines and other Hydro- 
static Engines, by Jos. Glynn, FRS.CE. . . . 


83. Book-Keeping and Commercial Phraseology, by James 

Haddon, M. A., King’s College, London . . . 
MATHEMATICAL SERIES. 

84. and Elementary Treatise on Arithmetic, with a full Explana- 


tion of the Theory, and numerous Examples for Practice 
and for Self-Examination, by J. R. Young, late Prof. of 


Mathematics, Belfast Coll.: with the Answers at the end 1s.6d.' 


85, ————_——— Equational Arithmetic, applied to Questions of Interest, An- 
nuities, and General Commerce: also Formule for the So- 
lution of all ordinary Calculations by a simple Equation, 
by W. Hipsley, of Hull . ° . > codaane 

86. ——————- Elements of Algebra, for the use of Schools and Self-Instruc- 
tion, vol. i. by James Haddon, M.A., King’s Coll., London 

87. ——_—_————_ vol. ii. by the same . : 2 4 y : 

88, ——_——— Principles of Geometry; the application of Logic to Geome- 
trical Reasoning, based on the text of Euclid, Books 
1, 2,3. By Henry Law, C.E., vol. i. . 4 . 


89, ——_——___-_______—_—_—__ vol. ii., by the same; 4th, 5th, 6th, ; 


llth and 12th Books of Euclid, with illustrative Notes, 
and a practical application of the various Theorems . 
90. ——————. Analytical Geometry, by James Hann, Professor, King’s Coll. 


91, ——————— Treatise on Plane Trigonometry, by the same . Seeieill 
92, —___——_—_ Spherical Trigonometry, by thesame . . 
93. ——————— Elements and Practice of Mensuration and Geodesy, by T. 

~ Baker, C. E. > P x a ‘ ‘ e . 
94, ——-——— Treatise on Logarithms, vol. i. by Henry Law, C.E..  . 
95, ——_———— Tables for facilitating Astronomical, Nautical, Trigonometri- 


cal, and Logarithmic Calculations, vol. ii. by the same . 

96. ——-———— and Elementary Treatise on Popular Astronomy, by the Rey. 
Robert Main, of Her Majesty’s Observatory, Greenwich . 

97. —__——-— Principles and Practice of Statics and Dynamics, by T. 
Baker, CBee Gays ce (=! So gee 
98, ——————. Elements of Mechanism, elucidating the Principles developed 
by the Science of Mechanics for the elementary and prac- 

tical Construction of Machines, for the use of Schools and 

the Student in Mechanical Engineering, by T. Baker, C.E. 

98*. with Practical Machines, by the same 
99. The Theory and Practice of Nautical Astronomy and Navigation, by 
H. J. Jeans, Royal Naval College, Portsmouth, vol. i. . 


100. 

These volumes describe the use of the ‘ Nautical Almanac,’ by means of an investi- 

gation of the construction of some of the Tables contained therein: they also 

contain numerous easy Examples,— Rules at length for finding the latitude and 

longitude and variation of the compass, and also their investigation, —thus 
rendering it complete, without reference to any other work on the subject. 


101. Rudimentary Differential Calculus, in which the Principles are clearly 
elucidated, by W. S. B. Woolhouse, F.R.A.S.  .  - 
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102.-Rudimentary Integral Calculus, in which the Principles are also clearly 
elucidated, by Homersham Cox, M. A. of Cambridge . Is. 


103. —— Collection of Examples of the Integral Calculus, vol. i. by 
James Hann, Professor, King’s College ‘ ’ at: Tes 
104. the Differential Calculus, vol. ii. 
by J. Haddon, M. A., King’s College. . . « Te 
105. and First Mnemonical Lessons in Algebra, Geometry, and 


Trigonometry, by the Rev. Thos. Penyngton Kirkman, 
M.A., Rector of Croft-with-Southworth, Lancashire, 1s 6d. 


This volume, which contains more than the usual number of pages, is an excellent 
accompaniment to the 21 preceding works, 


NEW SERIES OF ‘LONDON.’ 


A new Series at 1s. each, developing in Ten Sectional Divisions, 
for the convenience of the Industrial Classes, 


THE METROPOLIS OF THE BRITISH EMPIRE 
AND ITS NEIGHBOURHOOD, 


Described and elucidated by an Exposition ofits History and Antiquities:! 
{ INCLUDING 
q The History of the Corporation of the ancient City of London—its Arts, Trade, 
and Commerce—its Architecture, Club-Houses, Docks, Picture Galleries, Scientific | 
Institutions and Public Libraries, Astronomical Observatories in and near London, 
and other interesting and useful information, amply described and illustrated. 


The following opinion of the whole combined as a volume has been expressed 
by a periodical of the highest standard, devoted to literature and the arts: 


“A volume of nearly a thousand closely printed pages descriptive of everything that can 
interest the stranger or the resident, profusely embellished with more than two hundred care- 
fully executed wood-cuts of the principal points of interest in its thoroughfares, and a newly | 
constructed Map by Mr. Lowry, cannot be otherwise than acceptable to the mass of visitors 
to the Metropolis at the present time. When we add that all this is produced at an exceedingly 
moderate cost, we cannot but feel that Mr. Weale’s work was suggested by higher than mere | 

v trade notions,—by a wish, in fact, to be serviceable to all who wanted such services. Throughout | 
we trace a careful desire to be accurate and a freedom from a mere common-place laudation of | 
certain pet places which are stereotyped for praise, such as the view from Richmond Hill and 
other localities. With such a book as this none but the hypereritical could be dissatisfied. 
In going over so large a field, and the vast amount of pains taken, the insignificance of a few 
slips of the pen render them venial. We cannot but feel the superiority of a work of this kind 
to some more ambitious hand-books, which are made up by a paste-and-scissors process, with an 
abundance of quotations from old books, containing mere nominal allusions to places and things, 
void of all interest but that which the philosophical inquirer may need in noting the misdirected 
ingenuity of the compiler. Mr. Weale’s book takes a higher position than these, and he is justly 
entitled to higher reward. His volume is a sensible and useful guide.’’—Art-Union Journal, 


Sept. 1851. 
i. 1. Lonpon.—Section 1. The Physical Geography of the Basin of the Thames 
ae - —1n. Climate—wur. Geology —rv. Natural History —v. Statistics— 
ft Spirit of the Public Journals—‘ Times’ Printing-press——v1. Legislation 


and Government, Municipal Arrangements, Police, Postal Arrange- 
ments —- Banking — Assurance Offices—-Export and Import Duties. 


Wood-cuts of ‘ Times’ Machine . c t : i > 3 + le. 
Architecture—Remarks on its History—the Tower—Temple 
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6 NEW SERIES OF ‘ LONDON’ 


Church —Westminster Abbey — St. Stephen’s Chapel — St. Paul’s— 
Churehes, including those by Sir C. Wren, Inigo Jones, Sir W. Cham- 
bers, &c. 30 wood-cuts, interior and exterior of Churches » é 
3. Loxpow.—Somerset House—St. Paul's before the fire—Almshouses—Arts, 
Manufactures, and Trades—Tables of Life Assurance Companies, with 
the Rates of Premiums—Asylums—the Bank of England—Baths and 
Washhouses— Buildings for the Labouring Classes— Breweries — 
Bridges—Canals—Cemetery Companies—Club-Houses. 27 wood-cuts 
Club-Houses—Churches—Colleges—an elaborate account of 
the Privileges and Constitution of the City of London, a special article 
—LCustoms, Custom House, Docks, and Port of London—Royal Dock- 
yards, with plans—Dnucal Residences—the Electric Telegraph—Educa- 
tion—Engineering Workshops—the Royal Exchanges, Coal and Corn 
Exchanges—Coffee Houses, &c. 30 wood-euts of Club Houses, the 
Docks, and the three Royal Exchanges, plans and elevations. + 
Galleries of Pictures.—Succinct account of all the Pictures, with 
the names of the Masters, in the Galleries and Collections of Lord Ash- 
burton — Barbers’ Hall, City — Bridewell Hospital — Thomas Baring, 
Esq., M.P.—the Society of British Artists—British Institution—British 


4, 


5. 


Museum—the Duke of Buccleuch—Chelsea Hospital—the Duke of 


Devonshire—G. Tomline, Esq., M.P.—Dulwich College—the Earl of 
Ellesmere —the Foundling Hospital — School of Design — Greenwich 
Hospital——Vernon Gallery— Grosvenor Gallery—Guildhall—Hampton 
Court—T. Holford, Esq.—H. T. Hope, Esq., M.P.—St. James’s Palace 
—H. A. J. Munro, Esq.— Kensington Palace— the Marquis of Lans- 
downe—the National Gallery — National Institution— the Duke of 
Northumberland—Lord Overstone—Mr. Sheepshanks—Lord Garvagh 
—Earl de Grey—Lord Normanton—Sir Robert Peel—the Queen’s 
Gallery, Buckingham Palace—Samuel Rogers, Esq.—Royal Academy 
—Society of Arts—the Duke of Sutherland——Lord Ward—the Marquis 
of Hertford—the Duke of Wellington—-Whitehall Chapel—Windsor 
Castle, &c. 13 wood-cuts = = « . 5 . ” « 
Gas Works and Gas-lighting in London— Gardens, Conser- 
vatories, Parks, &c. around London, with an account of their for- 
mation and contents. 21 wood-cuts of the principal Conservatories, 
Gardens, &c. . . . . ° ‘ = . ar; al 
Halls, Hospitals, Inns of Court—Jewish Synagogues—Schools, 
Learned Societies, Museums, and Public Libraries—Lunatie Asylums 
—Markets—Mercantile Marine—the Mint-—-Music, Opera, Oratorio 
—Musical Societies, &c. 17 wood-cuts . Z : e c| 5 
Observatories in London and its Vicinity—Observatories and 
Astronomical Instruments in use at Cambridge and Oxford, with 20 


6. 


7. 


wood-cuts of interior and exterior of Observatories, and of Astronomical _ 


Instruments). ‘i - r . % = F 3 
Patent Inventions in England—Public and Private Buildings 
of London, criticisms on the taste and construction of them—Houses 
of Parliament—Prisons, &c, 16 wood-cuts ‘ q = Ss 
Railway Stations in London—Sewers—Statuary—Steam Navi- 


9. 


10 


gation on the Thames—The Works of the Thames Tunnel—Water- 
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Supply to the Metropolis—Excursion to Windsor, with views and 
Plans; plans of the Stables, &c.—-The Two Universities of Cambridge 
and Oxford, with views and plans of the Colleges; and an Index and 


Directory. 25 wood-cuts r rs . . . . . - le. 
*,** The following gentlemen were contributors to the preceding : 
P. P. Baly, Esq. C.E. George Hatcher, Esq. C.E. William Pole, Esq. 
G. R. Burnell, Esq. C.E. Edward Kemp, Esq. George Pyne, Esq. 
M. H. Breslau, Esq. Henry Law, Esq. C.E. Charles Tomlinson, Esq. 
Hyde Clarke, Esq. C.E. W. H. Leeds, Esq. W. S. B. Woolhouse, 8q. 
E. L. Garbett, Esq. Architect. Rev. Robert Main, LL.D. Actuary, 
J. Harris, Esq. C.E. H. Mogford, Esq. 


NEW SERIES OF EDUCATIONAL WORKS; 


OR 
Volumes intended for Public Instruction and for Reference : 
To be published in the course of 1852. 


Tue public favour with which the Rudimentary Works on scientific subjects have 
been received induces the Publisher to commence a New Series, somewhat different 
in character, but which, it is hoped, may be found equally serviceable. The 
Drerronanies of the Mopern Laneuacss are arranged for facility of reference, 
so that the English traveller on the Continent and the Foreigner in England may 
find in them an easy means of communication, although possessing but a slight 
i acquaintance with the respective languages. They will also be found of essential 
; service for the desk in the merchant’s office and the counting-house, and more 
particularly to a numerous class who are anxious to acquire a knowledge of 
languages so generally used in mercantile and commercial transactions. 

The want of small and concise Greek and Latin Dictronartzs has long been 
felt by the younger students in schools, and by the classical scholar who requires a 
book that may be carried in the pocket ; and it is helieved that the present is the 
first attempt which has been made to offer a complete Lexicon of the Greek 
Language in so small a compass. 

In the volumes on ENcLAND, Greece and Rong, it is intended to treat of 
History as a Science, and to present in a connected view an analysis of the large 
and expensive works of the most highly valued historical writers. The extensive 
circulation of the preceding Series on the pure and applied Sciences amongst 
students, practical mechanics, and others, affords conclusive evidence of the 
desire of our industrious classes to acquire substantial knowledge when placed 
within their reach ; and this has induced the hope that the volumes on History 
will be found profitable not only in an intellectual point of view, but, which is of 
still higher importance, in the social improvement of the people; for without 
a knowledge of the principles of the English constitution, and of those events 
which have more especially tended to promote our commercial prosperity and 
political freedom, it is impossible that a correct judgment can be formed by the 
mass of the people of the measures best calculated to increase the national welfare, 
i or of the character of men best qualified to represent them in Parliament; and 
this knowledge becomes indispensable in exact proportion as the elective franchise 
may be extended and the system of government become more under the influence 

blic opinion. 
Tie ei lens application of these volumes has not been overlooked, and a 
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2 8 NEW SERIES OF EDUCATIONAL WORKS. 


eee 
comparison of the text with the examinations for degrees, given at the end of the 
second volume of the History, will show their applicability to the course of 
historic study pursued in the Universities of Cambridge and London. 
| J. Outlines of the History oF ENGLAND, with special reference to the 
origin and progress of the English Constitution, by Wm. Douglas 
Hamilton, of University College, with illustrations . - siete: 
2. ——————_—_———_ Continuation, bringing the His- 
tory down to a recent period . . Z é Pe . e Janle: 
#, This history is designed to communicate, in an accessible form, a knowledge of the | ' 
pies essential portions of the great works on the English Constitution, and to form a 
text-book for the use of Colleges and the higher classes in Schools. 
3. View of the History or Gzrece, in connection with the rise of the arts 
and civilization in Europe, by W. D. Hamilton, of University College . 1s. | 


«To Greece we owe the Arts and Sciences, but to Rome our knowledge of them.” 


4. Hisrory or Rome, considered in relation to its social and political 
changes, and their influence on the civilization of Modern Europe, 
designed for the use of Colleges and Schools, by the same E Js. 

5, A Chronology of Civil and Ecclesiastical History, Literature, Science, and { 
Art, from the earliest time to 1850, by Edward Law, vol. i. “ ee 


6. — ee vol.ii. Is. | 
7. Grammar of the English Language, for use in Schools and for Private | 
Instruction a: eee 
8. Dictionary of the English Language, Ee aa concise . . Is. 
9. Grammar of the Greek Language, by H.C. Hamilton . 1s. | 


10. Dictionary of the Greek and English Languages, vol. i. by H. R. Haddlton 1s. 


11. ———  —— V0. ii. by the same Peek ae |e 


12. English and Greek Languages, vol. iii. by the same. Jet 
13. Grammar of the Latin Language, by H.C. Hamilton . 13. 
14. Dictionary of the Latin and English Languages, vol. i. by H. R. Hamilton 1s. | 

bo ——_——_—_———————  ———, vol. ii. by the same, Is. 

16. English and Latin Languages, vol. iii. bythe same - 1s. | 

17. Grammar of the French Language ‘ 1. 


! 18. Dictionary of the French and English Languages, iL. te D. Vasey ot der 
19. English and French Languages, vol. ii. by the same Le. 
p 20. Grammar of the Italian Language, by Alfred Elwes, Professor of Languages 1s. He 
+ 21. Dictionary of the Italian, English, and French Languages, v. i. by the same Is. | 
22. English, Italian, and French Languages, v. ii. bythe same Is. | 
23. French, Italian, and English Languages, v.iii.bythesame 1s. | 
hs 24. Grammar of the Spanish Language, by the same . : ayia (ce Tae 
¥ 25. Dictionary of the Spanish and English Languages, vol. i. by the same . Is} 
English and Spanish Languages, vol. ii. by the same « 1s. | — 


' 26. 
27, Grammar of the German Language, by G. L. Strausz, (Ph. Dr.) . + 1s. 
28. Dictionary of the English, German, and French Piealhigi vol. i. - et 
Nicolas Esterhazy S. A. Hamilton . de. | 
f 29. German, English, and French Languages, fob ii. 4 
{ thesame.  . le. | 
‘ 30. French, English, and German Langeieet, vol iii by 
I A ae mam ars nr 
‘ @ ee aT - 
\ JOHN WEALE, 59, HIGH HOLBORN, LONDON, ¢ 
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In one Volume large 8vo, with 18 Plates, Price One Guinea, 
in half-morocco binding, | 


MATHEMATICS 


FOR 


PRACTICAL MEN: 


BEING 
A COMMON-PLACE BOOK 


or 


PURE AND MIXED MATHEMATICS, 
DESIGNED CHIEFLY FOR THE USE OF 


CIVIL ENGINEERS, ARCHITECTS, AND SURVEYORS. 


BY OLINTHUS GREGORY, LL.D., F.R.A.S. 


BY HENRY LAW, 


CIVIL ENGINEER. 


' 
THIRD EDITION, REVISED AND ENLARGED. 


& 
= MATHEMATICS FOR PRACTICAL MEN r 
CONTENTS. ii 
r 
| 
| PART I—PURE MATHEMATICS. { 
Cc TER J.—AnRITHMETIC. Sect. 
f eheesre cSemia eae 9. Quadratic Equations. 
i 1. Definitions and Notation. 10. Equations in General. Hee = 
2, Addition of Whole Numbers. 11. Progression. — Arithmetical Progres) 
; 3. Subtraction of Whole Numbers. sion.—G@eometrical re heel ; 
| 4. Multiplication of Whole Numbers. 12, Fractional and Negative ents: 
5. Division of Whole Numbers.—Proof of 13. Logarithms. 
the first Four Rules of Arithmetic. 14. Computation of Formule. 
i 6. Vulgar Fractions.—Reduction of Vul- : ae 
B gar Fractions—Addition and Sub- CHAPTER II].—Gunomerry. =| tl 
f traction of Vulgar Fractions.—Mul-| 7. Definitions. le 
tiplication and Division of Vulgar] 9° Of Angles, and Right Lines and thei 
Fractions. : Rectangles. z 
7. Decimal Fractions. — Reduction of] 3 of Triangles. L 
Decimals.— Addition and _Subtrac- 4. Of Quadrilaterals and Polygons. ie 9 
tion of Decimals. — Multiplication | 5. Qf the Circle, and Inscribed and Cir-| \ 
and Division of Decimals. cumscribed Figures : 
8. Complex Fractions used in the Arts 6. Of Planes and Solids: 
and Commerce.—Reduction.—Addi-] 7 Practical Geometry. 
tion,— Subtraction and Multiplica-| “” 
tion.—Division.—Duodecimals. 
9. Powers and Roots.—Evolution. CHAPTER IV.—MEnsunation- 
10. Proportion.—Rule of Three.—Deter-| 1, Weights and Measures.—1. Measures: 
mination of Ratios. of Length—2. Measures of Surface. 
a 11. Logarithmic Arithmetic.—Use of the 8, Measures of Solidity and Ca- 
: Tables.— Multiplication and Division pacity.—4, Measures of Weight. — ; 
by Logarithms.—Proportion, or the 5. Angular Measure.—6. Measure of| i 
Rule of Three, by Logarithms.— Time.—Comparison of English and 2 
I Evolution and Involution by Log- French Weights and Measures. ee 
+ arithms. : 2. Mensuration of Superficies. 
, 12. Properties of Numbers. 8. Mensuration of Solids. 
j CHAPTER II.—Atcznra. CHAPTER V.—TRIcoNoMETRY. ! 
’ 1. Definitions and Notation. 1. Definitions and Trigonometrical For- ‘ 
; 2, Addition and Subtraction, mule. 
8. Multiplication. 2. Trigonometrical Tables. 
4, Division. 8. General Propositions. : 
5. Lnvolution. 4. Solution of the Cases of Plane Trian: 
6. Evolution. les.—Right-angled Plane Triangles 
7. Surds.—Reduction.— Addition, Sub-| 5. On the application of i, n 
traction, and Multiplication. — Di- to Measuring Heights and Distan 7 
vision, Involution, and Evolution. — Determination of ¢ fq 
; 8. Simple Equations.—Extermination.— Distances by Approximate echani- 
Solution of General Problems. cal Methods. 
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CHAPTER VI.—Conto Sxcrtoys. 


Srcr. 


1, Definitions. 

2. Properties of the Ellipse.—Problems 
relating to the Ellipse. 

8. Properties of the Hyperbola. — Pro- 
blems relating to the Hyperbola. 

4, Properties of the Parabola.—Problems 
relating to the Parabola. 


CHAPTER VII.— Properties oF 
Curves, 


Sect. 


1 


. Definitions. 


2. The Conchoid. 


aoe co 


. The Cate 


. The Cissoid. 

- The Cycloid and Epicycloid. 

- The Quadratrix. 

‘y-—Tables of Relations 


of Catenarian Curves, 


PART II.—MIXED MATHEMATICS. 


CHAPTER I.—Mronantcs in GEnerat. 


CHAPTER II.—Srarics. 


- 1, Statical Equilibrium. 
2. Center of Gravity. 
8. General application of the Principles 


of Statics to the Equilibrium of 
Structures. — Equilibrium of Piers 
or Abutments.—Pressure of Harth 
against Walls.—Thickness of Walls. 
—LKquilibrium of Polygons. — Sta- 
bility of Arches. — Equilibrium of 
Suspension Bridges. 


CHAPTER III.—Dynamtcs. 


1. General Definitions. 
2. On the General Laws of Uniform and 


Variable Motion.—Motion uniformly 
Accelerated.—Motion of Bodies un- 
der the Action of Gravity.—Motion 
over a fixed Pulley. — Motion on 
Inclined Planes. 


8. Motions about a fixed Center, or Axis. 


—Centers of Oscillation and Per- 
cussion. — Simple and Compound 
Pendulums. — Center of Gyration, 
and the Principles of Rotation.— 
Central Forces.—Inquiries connected 
with Rotation and Central Forces. 


4, Percussion or Collision of Bodies in 


Motion. 


5. On the Mechanical Powers.— Levers. 


—Wheel and Axle.—Pulley.—In- 
clined Plane.—Wedge and Screw. 
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3. 


CHAPTER VII—Muxcuantoan Agents. 


1, 
2. 


3. 


CHAPTER IV.—Hypnosrarros, 


General Definitions. 
Pressure and Equilibrium of Non- 
elastic Fluids, 


. Floating Bodies. 
. Specific Gravities. 
. On Capillary Attraction. 


CHAPTER V.—Hypropyryamtes. 


Motion and Effluence of Liquids. 

Motion of Water in Conduit Pipes 
and Open Canals, over Weirs, &¢.— 
Velocities of Rivers, 


. Contrivances to Measure the Velocity 


of Running Waters. 


CHAPTER VI.—Pyrvmarics. 

Weight and Equilibrium of Air and 
Klastic Fluids. 

Machines for Raising Water by the 
Pressure of the Atmosphere. 

Force of the Wind. 


Water as a Mechanical Agent, 

Air’as a Mechanical Agent. — Cou- 
lomb’s Experiments. 

Mechanical. Agents depending upon 
Heat. The Steam Engine.—Table 
of Pressure and Temperature of 
Steam.—General Description of the 
Mode of Action of the Steam Ergine, 
—Theory of the Steam Engie,— ! 
Description of the various kinds cf 
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Sect Sxcr. 
i) Engines, and the Formule for caleu- | 3. Elasticity and Elongation of Bodies 
lating their Power.—Practical appli- subjected to a Crushing or Tensile 
cation of the foregoing Formule. Strain. 


4, Animal Strength asa MechanicalAgent.| 4. On the Strength of Materials subjected 
to a Transverse Strain. — Longi- 


CHAPTER, VIII. —Sraenern or tudinal form of Beam of uniform 


Strength.—Transverse Strength of 

Areal other Materials than Cast Iron — 

1. Results of Experiments, and Principles The Strength of Beams according to 

upon which they should be practically the manner in which the Load is 

applied. distributed. 

2. Strength of Materials to Resist Tensile | 5. Elasticity of Bodies subjected to a 
and Crushing Strains.—Strength of Transverse Strain. 

Columns, 6. Strength of Materials to resist Torsion. 


APPENDIX 


I. Table of Logarithmic Differences, 
II. Table of Logarithms of Numbers, from 1 to 100. 
III. Table of Logarithms of Numbers, from 100 to 10,000, 
IV. Table of Logarithmic Sines, Tangents, Secants, &c. : 
V. Table of Useful Factors, extending to several places of Decimals, 
VI. Table of various Useful Numbers, with their Logarithms. 
VII. A Table of the Diameters, Areas, and Circumferences of Circles and also the 
sides of Equal Squares. s 
VIII. Table of the Relations of the Arc, Abscissa, Ordinate and Subnormal, in the 
Catenary. 
IX. Tables of the Lengths and Vibrations of Pendulums. 
X. Table of Specific Gravities. 
XI. Table of Weight of Materials frequently employed in Construction, 
XII. Principles of Chronometers, 
XIII. Select Mechanical Expedients, 
XIV. Observations on the Effect of Old London Bridge on the Tides, &c. 
XY. Professor Farish on Isometrical Perspective. 


Supplementary to the Rudimentary Series of 105 Volumes. 


Mr. Wratx has to announce a very important addition to his useful and practical 
!series of volumes; viz., “Tue Practice or Empanxine Lanps rrom TH" SEA, 
‘treated as a means of profitable Employment of Capital; with Examples and Particulars 

of actual Embankments, and also practical Remarks on the Repair of Old Sea Walls,” 
by Joan Wiaerns, F.G.S.—Double Volume, Price 2s, ‘ 
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